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essentials are paramount: ‘That which is to be ad- 
vertised must possess worth, or it cannot endure; 
that which ts to be advertised must fulfill a public 
need, or it will have no market; the advertising 
must be done through recognized channels of effort, 
so that the thing advertised and those who need it 
may be brought together in the most effective wav 
with the least possible delay 

We would suggest to Committees on Publicity 
that they give consideration to the trade journals 
mm the industry as being ot the greatest possible 
assistance to them in their work. It is rare that such 
consideration is made. In one particular case 
that we have in mind, the Committee on Publicity 
became disheartened because atter sending three 
special circular letters to the entire membership of 
the asso lation, Oonle beme sent every 0) davs, only 
nine replies were received. If that committee had 
set to work and prepared tor the trade journals a 
carefully detailed <tatement ot the data they de- 
sired, they would have been able to reach 20,000 
to 30,000 readers. In the case in point, they endea\ 
ored to get the information thes wanted trom 410 
people. Surely it 1s more possible to get great re 
Not only that, but 


the data so collected would be gathered from every 


sults trom 30,000 than from 500 


part of the country, presenting varying conditions 


for consideration, and therefore enabling the com- 


mittee to have a greater depth of view of the prob- 


lems involved 

It will be a great step in advance when a presi- 
dent of an association will instruct its Committee on 
Publicity to co-operate with trade journals in their 
work throughout the year and receive the benefits 
obtainable by such co-operation. ‘There 1s a lament 
able tendency among associations to believe that 
their individual membership possesses all the knowl- 
edge that the Committee on Publicity can possibly 
require. It is a mistake, and a serious one. The 
trade journal is the best possible advisor and co 
operator for any committee of any association, as 
its facilities for the acquision and dissemination of 
knowledge cannot be excelled. 

lor instance, 1m a recent report ot a Publicity 
(Committee complaint was made that newspapers 
would not accept and publish the copy prepared for 
them by the committee. [his is not to be wondered 
at. The accumulation ot data and its presentation in 
an effective way require different powers and quali- 
t the 


fications. The geologist 1s never a promoter « 
companies which will manutacture the products 
from the minerals and metals he discovers, names 
and classifies. \Ve need more accurate understand- 
ing of the functions and form of Committees on 


Publicity. Every association should possess one. 


All Committees on Publicity in the different asso- 


ciations in the same industry should act in conjunc- 
tion. 

The efforts of all these Committees on Publicity 
should be directed by and centered in a permanent 
Bureau of Publicity, from which all literature should 
be sent out. The sanitary industries are powerful 
enough, rich enough, and of sufficient importance to 
be able to support such a central bureau. 


good that may be 


\ case in point, showing the 
accomplished by such a bureau, will be interesting 
to our readers. Some years ago the paving-brick 
industry of the United States was at ebb-tide of 
commercial activity. The so-called asphalt trust, 
with its magnificent organization, was securing pa\ 
Ing contracts in every city in the United States, and 
the paving-brick people could only get a look-in by 
ruinous bids at cut-throat prices. The situation be- 
came so serious that the paving-brick people formed 
an association, subsidiary to the parent organization 
of clay-workers, with which it had been allied for 
years, with the express object of finding a means 
of recovery of trade. There was immediately estab- 
lished a Bureau of Publicity, which 1s in existence 
today, and whose work has been of the most suc 
cesstul character. 

the method of operation of this bureau is worth 
considering. As soon as it 1s known that a certain 
street in a certain town 1s to be paved, a missionary 
is sent to that town. ‘The organization in question 
has several of these men on the road all the time. 
These men sell nothing. They are public educators. 
The missionary visits every house on the street to 
be paved, and interviews residents and owners, to 
ascertain what class of pavement they favor. The 
answers are entered on report cards, which are sent 
in to the central bureau. If one of the owners or 
tenants favors asphalt, macadam, or any other rival 
pavement, the central bureau sends him round after 
rqund of literature, proving the interiority of that 
pavement as compared with the brick pavement 
favors brick pave 


If the tenant 


ment, he is supplied with literature confirm 


owner»r OT 


belief, and requesting him to co 


bureau 1n 


ine his 
operate with the bringing about 
a change of mind in his differing neighbors. lore 
than that, the missionary will hire a lecture hall and 
will give free lectures on the merits and demerits 
of the different kinds of pavement. Figures of costs 
of maintenance and repair will be given and photo 
evraphs, showing methods of construction and the 
conditions of the various pavements at regular in. 
tervals of service are reproduced on the lantern 
screen. 

In less than 18 months the asphalt compam 
went into the brick business with the apparent ob 


ject of laying poor paving-brick in as poor a way 


as possible, to offset the activities of the new bu 
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reau. Jhis did not work out as they thought it 
would, for no matter how badly the pavements were 
laid the bricks lasted longer, poor as they were, than 
they thought they would. Within another 12 months 
the asphalt company's brick plant was remodeled, 
at a cost Of $250,000, and the paving department of 
that organization now bids on the best paving brick 
and asphalt, according to the choice of the resi 
dents. lhe leading paving-brick manutacturers oi} 
the country have all their products contracted foi 
to the end of 1913 at prices which yield a good mat 
gin of profit. The Bureau of Publicity did this 
The manutacturers were organized betore, but noth- 
ing happened save that the organization engendered 
the good feeling which made the establishment of 
the bureau a possibilitv. Some one may ask where 
the money came from to keep it going. It Is a 
pertinent question. The answer ts, that when brick 
pavement has been decided on by the residents and 
propertyv-owners, the members of the organization 
bid against each other exactly as they did before, 
and the man securing the contract pavs a fixed sum 
per square yard ot pavement into a common fund 
for further publicity effort. 

We cite this instance merely to show what can 
be accomplished by a Committee on Publicity, if 
advantage is taken of all the factors available. krom 
the beginning of its work that bureau enlisted 
every trade journal in the country that it could 
reach as a co-operator in the movement, and in no 
case did they fail to receive the support that the 
reputable trade journals are glad to give to the in 
dustries that they represent. 

There will be, as soon as we grow wise enough, 
a Sanitary Bureau of Publicitv. In the meantime, 
we would urge all committees already appointed 
or to be appointed to cease playing a lone hand 
Publicity work at the best is a hard game, with 
much work, little encouragement and less credit fo 
work accomplished. ‘The trade journal is a Com 
mittee of Publicity on a large scale, and we know 
from experience how much work can be done and 
how little credit obtained for things accomplished 
in giving publicity to matters of industrial moment. 

Those who are therefore engaged in this work, 
which is of the highest importance, but offers many 
hard knocks and discouragements, should be glad 
to fall in line with the trade journals and brine 
about better recognition of the value and impor 
tance of this work and the great things that can be 
brought about by co-operation in publicity efforts. 

>-? 


NOT THE ONLY ONE. 
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“Fhwat name?” asked the maid. 

“Just say to the young lady that George is here,” 
answered the caller. 

“Vis, sor, but if she asks me ‘which George 
fhwhat’ll I say, sor?’—Chicago Tribune 


s it?’ 
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WASHINGTON (D. C.) PLUMBING DEPART- 
MENT’S ANNUAL DINNER. 


? 
ciation ot Plumb 
} 


Phe second annual dinner ot the Ass 


Ing lnspectors of the District of Columbia was held on 
Thursday evening, January 26th, at Hotel [Frit Reutel 
Washington, 2D. C. with attendance ot twenty-twe 

rhe association which was tormed a year ago on the occa 
sion of the farewell dinner to Henry B. Davis, who was 


then retiring as the head of the plumbing department o1 
the istrict. has as tts obrect tiie keeping tovether Ol 


the active foree and those whe have ever been members 


of the plumbing department service, and its membership 
includes a number ot men who are now prominent outside 
the citv ot Washington, among them beime Charles B 
Ball, Chief Sanitary Inspector of the city of Chicago, © 
| Ingalls, otf the Engineer Department at -Manutila, 


PP. t., and Roscoe ¢ Flinder, manager of the southe 
territory of the James B. Clow & Sons, Chicag 

he dinner this vear Was a success itl every sense Ol the 
word due entirely to the good work ot the committe 

arrangements consisting of J. FF. Brady, chairman, M1 
Samuel Tapp and Mr. William B. Wall. Colonel Richard 
\. O’Brien, principal assistant inspector of plumbing, who 


cted as toastmaster at the first dinner again most capably 


‘illed that post, calling upon nearly everyone around the 
tables for a short impromptu talk. The principal toasts 
were made by former Inspector of Plumbing Davis, pres 
ent Inspector of Plumbing MeGonegal and Michael | 


Fennell, on the past and present of the plumbing office 
plumbing work and regulations in the District ot Colut 


Dr The dinnet Wiis elaborate he thie meni ird Was a 
ery artistic piece of hand work, appropriate tor thi 
CAaASTOT 


\mone those present were flenry Ly Davis rormer 
pector of plumbing, and W. H. Merryman, president 
the local union Journeymen Plumbers’ as guests ne 
vrets were received from [larry T. Suit, president of the 
\iaster Plumbers Association, on his inability to be pres 
ent: the following members of the Plumbing Department 
\. R. MceGonegal, Richard ©’Brien, M. J. Fennell, M. J 
() Callaghan, Wm \ (,eorge A. Crawford 
Charles Fk. Matthews, Joseph Whelan, Samuel Tapp, Josep! 
\loriarty, J. F. Brady, Wm. B. Wall, and F. B. Ridenouw 


Sparrow, 


and the following men who are now all engaged in the 
plumbing business on the outside, Frank Wall, Jas. 1 
'rawley, Wm. | Marsden, Thomas Whelan, John | 

Boviand, M. | VieCarthy. and James S. (VElagar 


->-?> 


WM. C. GROENIGER APPOINTED STATE 
PLUMBING INSPECTOR. 


\ telegram trom Columbus, ©., announces the appoint 
ment of Wm. C. Groeniger of Dayton as state plumbing 


inspector. The appointment was made by the state health 
boara in session in ( olumbus 

The last state legislature enacted a law providing for 
the establishment of a state plumbing department \e 
tive 11) agitating t he Miattet WVeCTC thre master plumbers 
and the Ohio Association of Journeymen Plumbers. of 
which Mr. Groeniger 1s secretary The bill, introduced 
by Representative Schlemmer of Cincinnati, passed but the 


appointment of an inspector was deferred tor months 


Mr. Groeniger was the first applicant for the positior 
which pays $1,800 a year. His endorsements for the place 
were the best possible 


->-? 
ON THE LOCKOUT FOR PLUMBERS WITHOUT 


LICENSES. 


The Master Plumbers’ Association ot Springtield, Ma 
has called the attention of the building commissioner of 
that city to the fact that there are about a dozen men wl 
have been doing small plumbing jobs without the required 
journeymen’s license or a master plumbers’ license. Tw 
men have already been warned by the binlding comm: 
sioner and the others are being kept under surveillane 


->-? 


i) 


|? 


Welch & Anderson, Macomb, I[Il., have been awarded 
the contract for overhauling the plumbing in the base 
ment of the court-house and putting the place in a sam 
tarv condition. There were five bidders, Welch & Andet 


son's bid of $1,150 being lowest 





The Most Successful Gathering of the American Society 
of Heating and Ventilating Engineers 






Held in New York City, January 24, 25, 26, 1911 


lhe 17th annual meeting of the American Society of Heat 


ing & Ventilating Engineers was held in the Kneineering 
Soctetie Building, 20 West 39th St., January 24th, 25th and 
Ht] bre Jam 1). tloftman called the members together 
prompt at 2 p. m. on Tuesday afternoon, January 24th 
Sec. W1 Mi. Mackay then read the following list of new 
members of the societ 
New Members. 

Richard W. Alger, 1225 James Bldg., Chattanooga. Tenn 

\lfred O. Blackman. 1815 Park Row Bldg... New York. 

\lexander S. Cameron, Rush and Michigan Sts.. Ch; 
AQ, I}! 


Wilham A. Cameron, Rush and Michigan Sts.. Chicago. TI 
frank [. Cooper, 89 Franklin St., Boston, Mass 
\Ibert H. De Laney, 301 Scareth Bldg., Kansas Citv. Mo 
Charles F. Eveleth, 120 Boylston St., Boston, Mass 
Frederick A. Forgee, 41 Park Row, New York. 
Harry Geiser, 248 Plane St., Newark, N. J. 
Louis A. Harding, Pennsylvania State College, State Col 
leve, Pa 
Wilham J. Haynes, 6311 Westminster Place, St. Louis. Mo 
Kk. L. Hogan, Marquette Bldg., Chicago, II] 
\. S. Hlumphreys, 821 Chestnut St., St. Louis, Mo 
Henry Hl. Humphrey, 1505 Chemical Bldg., St. Louis, Me 
(Charles Kausen, 506 Tremont Ave., New York 
t'red A. Leland, 464 Wilbraham Road, Springfield, Mass 
107 Main St., Ossining, N. Y. 
Martin J. Lide, 409 Woodward Bldg., Birmingham, Ala 
William H. Marshall, Pleasantville, N. Y. 
Joseph A. Moore, Room 2, State House, Boston, Mass 
Glenn C. Morgan, Crane & Ordway Co., St. Paul, Minn 
(. EF. Pearce, 437 Fifth Ave., New York. 
I. B. Perrine, i20 Boston Bldg., Denver, Colo. 
fred W. Powers, 40 Dearborn St., Chicago, Il. 
, St. Louis, Mo. 
\ugust Hl. Schroth, Rush and Michigan Sts., Chicago. I] 
Cuthbert Schaefer, 1156 First Nat. Bank Bldg., Chicago. [1] 
Perry West, 6 N. 9th St., Newark, N. J 
krank D. Waindell, 628 Perry Bldg., Philadelphia, Pa 
William Mayer, jr., 677 Polk St., West New York, N. J 


the roll-call was dispensed with, by unanimous consent, 


Robert Lemmey, 


Hlerbert H. Rosenbaum, 1420 Chemical Bldg 


and the president then appointed a Committee on Reception, 
consisting of Jas. A. Donnelly, New York City; A. B. Mar 
shall, New York City, and 


The reading of the minutes of the previous annual meet 


\Wim. Ritchie, Jersey City. 


Ing was dispensed with, and Pres. J. D. Hoffman then made 
his annual address 
President’s Address. 

\s president of the society it gives me great pleasure to 
welcome you upon this oceasion to our 17th annual meeting 
[he motives that men have for thus gathering themselves 
together are three fold. Collectively, they wish their society 
to benefit by their presence and advice. Individually, they 
hope to profit by their membership and wish to become more 
proficient in their chosen profession. In addition, they are 
prepared to enjoy the sociabilities and friendships let loose 
upon such occasions [ trust that your ambitions for the 


advancement an 


1 welfare of this society and for your own 
personal Improvement may be fully realized, and, with like 


emphasis, trust that the spirit of good fellowship will prevail 


throughout the meeting. Additions such as those we have 


just mentioned are legitimate and are a desirable asset in 


T 


the make-up of any man. Fundamentally our ambitions may 


have a slight coloring of selfishness, but this is all the more 


appreciated when personal gain is sacrificed for the good ot 
the number. ~The human atoms that unite to form an organi 
zation are very much like the elemental units that compose 


any substance. When taken alone each part shows properties 


strictly characteristic of itself, but when a number of these 
parts are drawn together they lose their identity and blend 
together to give tone to the composition. Harmony ts not 
obtained except through dissimilarity, but the purest of har 
mony needs little of this. The musician occasionally throws 
] 
l 


lis composition a slight discord, immediately changing 


Into 
to one of harmony, so that the attention is directed to the 
pleasing change, which is thus made all the more striking 
to the hearer. The artist plans his picture so that all parts 
point to one central idea, which is thus made prominent and 
unifies the whole. The harmony of color upon the canvas 1s 
produced by the happy blending of primary colors, each of 
which is very unlike the rest. We obtain beauty in all phases 
of life in large measure by friendly contrast. The composite 
thus produced has a general appreciation, because it has a 
favor of all its component parts without having any one 
part unduly emphasized. Such is the true value of an organi 
vation like thts 

Since last we met in this building one year ago consid 
erable advancement has been made along the lines of effort 
to which our society stands committed. Advanced methods 
for both heating and ventilation have been proposed and 
executed. and a healthful agitation for better things has 
heen very noticeable. The technical press, and, in fact, many 
other papers not strictly classed as technical, has been ener- 
getic in bringing these things before the public. The press 
bas been our friend, and we take this opportunity to make 
due acknowledgment 

This vear, more than ever before, the science of the sub 
‘ect is regarded with greater respect; especially is this true 
concerning the ventilation of buildings. In many of our 
cities the schools are being studied as never before by emi- 
nent men to learn the needs of the pupils and the best meth- 
ods of supplying these needs. In some cases, as a result, 
new and radical measures are proposed. In many of these 
investigations no expense is being spared by the city govern 
ments in obtaining the facts. All of which goes to show the 
racreased importance of the subject in the municipality. 

One of the most far-reaching influences in this campaign 
for pure air is the united effort of certain state branches of 
the American Medical Association and the American Society 
of Heating & Ventilating Engineers to advocate legislative 
regulation for the heating and ventilation of lofts, shops, 
auditoriums and the like. The results of this united action 
are found in some of the bills for compulsory legislation, 
to be acted upon by the legislatures this winter. We are 
pleased that the position taken by our society in the past has 
appealed to the medical fraternity to the extent that they 
co-operate with us. We trust that the relationship between 
the organizations may be strengthened and that this unity of 
interests may become general all over the country. 

Sizing up the proposition in an unbiased way, the follow- 
ing probably states the present conditions concerning the 
ventilation question: The need of pure air to maintain health 
is a cardinal principle, now accepted by every one. The air 


we breathe contains many impurities, some of which should 
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be eliminated to prepare it for breathing purposes lests 

o detect these impurities are rather crude and inaccurat 

Present methods otf supplying the air to the rooms are opet 

to question. From this summary it would seem that a great 

many of the important points concerning ventilation are sti 
: 


‘ +1 ‘ _ . ] : . . - , . 004 ofec* 
o be settled, and apparently the need for careful scientiti 


investigation Is very great. Some radical changes in the 
nd well established methods of purifying. supplying and ex 
hausting the air are being proposed. These changes should 
be carefully considered in comparison with our present meth 
ods and the future practice should be recommended accord 
ingly. The program for this meeting was arranged with this 
n view, and it is hoped that we may be able to confirm th 
best and eliminate the bad in all our tuture heating and ven 
tilating work. 

Within the past year our society has been Very much alive 
to its opportunities and has been working faithfully. Our 
committeemen have been generous with their time and money 
1 the interest of the society and in large measure have sub 
ordinated their own individuality tor the common welfare 
lor this they deserve our thanks. What is here said for the 
spirit of the committeemen will, I believe. apply with equal 
torce to the general membership, wherever the onpnortunity 
has presented itself for them to act. 

At the last annual meeting there was a total of 367 mem 
bers in all grades. At the time of the summer meeting, 1910, 
three had failed to qualify and seven had resigned, leaving 

; 


357. Of this number 14 were dropped for non-payment « 
dues, giving a net membership of 343 preceding the spring 
ballot, which added 29 new names, making a total of 372. 
at that time the largest enrollment in the history of the 
society. 

Since the summer meeting 21 members have been added 
to the roll, making the total list now on the secretary's books 
393, which, with nine applications in the secretary's hands 
that have not been acted upon, will probably carry us over 
the 400 mark. 

Concerning our finances, we Ifave in round numbers $1.267 
on hand, which, with delinquent dues and dues from new 
members that have not been paid, amounting to $1,400, makes 
a total of approximately $2,667 to our credit. I[ trust that all 
members who are in arrears with their yearly dues will pay 
the amount promptly and give the society a freer hand in 


planning and accomplishing larger things in the future. 


Finally, as your presiding officer, I wish to congratulate 


| 


the membership upon the advancement that you have mad 


during the past vear. 


Wm. M. Mackay, the secretary, reported an increase of 
membership during the yast year. The present membership 
of the society consists of three honorary members, 352 mem 
bers, 21 associate members, and 14 juniors, or a total of 390 
members of all grades, showing a net increase of 23. 

During the year 1910 the following losses were sustained by 
death: Walter B. Pelton, who became a member June 4, 1910. 
died Nov. 2, 1910: R. Barnard Talcott, who became a mem 
ber July 16, 1899, died Dee. 4, 1910; Wm. H. Brvan, who 
hecame a member July 15, 1898, died Dec. 6, 1910. Letters 
of condolence were sent by the secretar\ to the families of 
each deceased member. The secretary announced that he had 
nine applications for membership on hand. The financial 


affairs of the society are in a good condition, the balance on 


hand in the treasury being $1,256.95. The assets of the 


1 


society from dues to be received from newly elected mem 
hal 
ance on hand amounts to $2,579.80. The report was accepted. 
Scollay, Brooklyn, pre 


~*~ 


bers, and others, amounts to $1,322.85. This with th 


The report of the treasurer, U. G 
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which already have appeared in “Domestic Engineering.” 
(onsiderable attention was given to the excellent work 
f the committee appointed by the Illinois Chapter to 
O-Ope©rate vith the Chicago department of health This 
dealt for the most part with the establishment of propet 
ventilation, extensive quotations being made from stand 
ard modern authorities on the points involved. The con 
clusio} of the report presented in concise form the 
pintons or the committee. based upon a caretul study 


7 


of the data gathered during the past year 


It 3 more important that the people should have tem- 


pered pure air than that they should have tempered pur 
water 
[his OmMmMISssiol stil t work [he method of pro 
nitietn te + tee eimieeos ubmit principles and methods 
of entilatior By method is meant basic methods 
They Go not consider ee Or apparatus When dis 
ussion has been a COMPpile te 1S desired, and the mem 
her re ready tor a conclusion, a proposition is put to 
; _ c, a Cia an oi principles have heen unalni 
ously agreed o1 ()the ire still under discussio1 
Those first discussed are basic principles of ventilatio 
t hie main thev are hygient Those under dis seacial 
the main are more concrete and relate more party larly 
to the mechanical side of the questior 
[he following are the principles upon which agreement 
ha he 1) reached 
Resolved, that carbon dioxide in the amount pres 
ent ordinary expired r doe ot settle out trom a 


he ¢ solved. that carbo! dioxide is not tne agent ol! 
: . . : 
pomution OF Mayor mportance in expired al.. 


Resolved, that a temperature of 68 degrees lahren- 


heit. with proper relative humidity, is the proper max}- 
mum temperature for root artificially heated and ven 
trlates 

i} Resolved, that in the present state of knowledge it 


is impossible to designate the particular harmful agent or 
ith expired air 
juantities of CO., more than 10 


per cent, when long continued, are capable of producing 


some harm to the human body when inhaled, regardless 
of the source of gas, provided the oxygen percentage 1s 
ot greater than in ordi \ 1] 

6. Resolved, that it 1s cheaper to heat and move air 
enough for adequate ent t] by currents than it 1s by 


ri Resolved, that, neglecting humidity, the sum total 
it heati agencies in a Troon vith stationary temperature 
equ | TO radiatiot hy the vals { eilings. and floors. plus 


the heat lost with the outgoing an 

8 Resolved, that unward ventilating currents of air 
in crowded rooms are desirable when arising from sources 
free from dust or other injurious particles 

9 Resolved, that in those industries where consider- 
able CQ. is liberated in the process of manufacture, CO 
is not a proper standard of air pollution 

10. Resolved, that the delivery of a certain volume of 
air per hour per inhabitant in a given space does not 
necessarily constitute ventilation 

i] Resolved, that in cold weather it is not possible 
to ventilate an occupied room in this climate except with 
air previously warmed 

12. Resolved, That heating and ventilating are separate 
questions and should always be so considered. When 
efforts are made to amalgamate them it should be borne 
in mind that there are parts of them that cannot be 
imalgamated and must be kept separate. 


13. -Resolved, that relative humidity is one of the most 
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important factors in ventilation from the standpoint of 
health 

14. Resolved, that it 1s economic trom a fuel stand- 
point to maintain a fairly constant relative humidity in 
ventilation 

This report was signed by the committee of the Ilh- 
nois Chapter which co-operated in the work of the Chi- 
ago Ventilating Commission Geo. Mehring, W. L 
Bronaugh and S. R. Lewis 

The committee which gathered data in regard to ap- 
plication and methods of operation of atmospheric vacuum 
system, presented an informal report trom Geo. D. Hoff 
man, chairman. In Mr. Hoffman's absence, the matter 
was dealt with by R. G. Bolton in the form of a synop- 
sis of its contents. The data so presented were referred 
to the board of governors for action 

President Hoffman then appoimted as tellers Kk. K 
Munroe, Baltimore: H. W. Whitten, Boston; and B. C 
Davis, Kansas City 

A Committee of Sympathy, to deal suitably with the 
official expression of regret at the society’s loss of mem 
bers by bereavement, was appointed and consisted of R 
G. Bolton and Wm. M. Mackay 

The Auditing Committee was appointed as follows 
I. Mackay, F. K. Davis, and F. B. Ingalls 

Under “New Business,” the advisability of appointing 
a publicity committee, to succeed the one that had just 
completed its report, was discussed and its possibilities 
of usefulness in new directions considered. This was 
placed in the form of a motion, and approved the appoint, 
ment of the committee, to be left to the incoming presi 
dent 

secretary Mackay then rea 


| the letter from the Illinois 
Chapter, inviting favorable consideration of Chicago as 
a suitable point for the holding of the summer meeting 
of the society. This invitation was referred to the board 
of governors 

A Committee on Garantees was then demanded, to 
consider all phases of the garantee question. Such com- 
mittee shall consist of three members, and make their 
report at the next annual meeting, these garantees to 
cover both heating and ventilating 

Evening Session—January 24th. 
Pipe-Line Design for Central-Station Heating. 

The Tuesday-evening session began with the presenta- 
tion of a paper on “Pipe-Line Design for Central-Station 
Hleating,” by B. T. Gifford, Chicago. The author out 
lined a method used by him for designing central-station 
heating pipe-lines as to size and capacity and presented 
data found by him to be relhable and curves deemed 
trustworthy. In such designing two things must be defi- 
nitely determined: the location of the central-station and 
the amcunt and location of the business to be served 
Directions for satisfactory determinations of these es 
sentials were then given, a good residence-section being 
taken as an example. The paper was illustrated by a 
figure and two curves, 

Chas. R. Bishop, Lockport, N. Y., stated that estimating 
on the basis of the number of square feet of radiation had 


long been abandoned for the pipe-size rule. The conden 


sation was proportionate to the pipe-size, pounds of steam 
per hour and the loss per pipe-diameter. The friction 
varied greatly according to pipe-size to be considered. 

Jas. A. Donnelly, New York City, commented on the 
fact that the flow is opposite in direction to the condensa 
tion, and that definite data as to the velocity of steam 
required to balance a head of water were needed to de- 


termine exactly what was taking place in the lines 
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Report of Committee on Rating of Heating Boilers. 
Jas. A. Donnelly, New York 


This report was read by 


City. The work done by this committee has been in ac 
cordance with the vote of the society to the effect that 
a rating of steam and hot-water heating boilers should 
be established. based on coal-consumption per square 


foot of grate-surface and efficiency 


The committee considers that the rate of combustion 
for different sizes and makes of boilers and their relative 
efhciencies should be determined by the manufacturers 
only It is sugyvested, however, that all ratings of heat 
ing boilers shall be based on the square feet of radia 
tion (steam or water) with the values given below and 
that these be accompanied by a definite and stated rate 
of combustion and boiler-efficieficy in each case The 
ommittee made the following recommendations 

That the unit of output of heating boilers be a 


Loot 
the rate 


square 


at of 250 B. t. u. per hour. or a square foot 
ot direct hot-water radiation assumed to give off heat 
the of 150 B. t. u 


of determining the 


heat 


at 


— 


rate per hour, and that for the purposs 


bouler, all of the radiating 
be to 


“equivalent direct water-radiation.’ 


load of any 


whatever nature, reduced “equivalent 


surfaces, ot 
steam” or 


24 That a 


ll ratings of heating boilers be accompanied 
by statements of the rate of combustion in pounds ot 
coal per square toot of grate and of the efficiency of the 
hoiler: the efficiency to be the ratio of the total heat 
units given off between the supply-nozzle of the boiler 
and the return-outlet, to the total B. t. u. assumed to be 
given off by the combustion of the coal, on the basis of 
12,000 Bb. t. u. per pound of coal, the periods between 
firing being stated 

3. That the Committee on Tests be requested by the 
society to standardize the conditions under which the 


efficiencies of heating boilers shall be determined in ac- 


ordance with the above detinition 
t+ That the 


of boiler-manuiacturers in adopting the above recom 


society takes steps to obtain the co-opera- 


tion 

mendations in the rati g of their boilers; that is, to have 
all boiler-manutacturers rate their boilers as suggested 
ibove and publish the rate of combustion and the eff 


iencv of the boiler for each rating 


This report was submitted by Edw. D. Densmore, chair- 


man, Reginald P. Bolton, James Mackay, James A. Don 
nelly, Ralph Collamore 
n an earnest discussion, participated in by Messrs 


Harding, Kent, Quay, Snow, Davis, Barwick. « Berry 


and Barron, the consensus of opinion seemed to be most 
favorable to the committee’s recommendations 
Election of Officers. 
(he acceptance of the Tellers’ Report resulted in the 


leclaration ot the election of the following officers fot 
1911: President. Reginald P. Bolton, New York; first vice 
president, Prof. John R. Allen, 
Ann Arbor, Mich vice-president, 
franklin, Bosto1 W. Macon, 


Bro ik ly Nn: governors, 


University of Michigan, 
\Ibert B 
New York: 
Prot. ] 
August 


; second 
secretary, \"'\ 
treasurer, U. G. Scollay, 
D. Hoffman, Purdue University, | 
k. C. Carpenter, Cornell University, 


fayette, Ind.: 
Kehm, Chicago: 
Ithaca, N. Y 
Davis, Chicago. 
Afternoon Session—January 25th. 
The Durability of Welded Pipes. 


the 


Bradley, St. Louis; James H 


The first afternoon session January 25th 


paper Ot 


was on “The Durability of Welded Pipes,” by Frank N 
Speller, Pittsburgh, Pa. The object of the paper was 
to show that steel pipes are as durable as wrought-iron 





of direct steam-radiation, assumed to vive off 
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pipe In Pprogl t this \li Spell SuDI1 itted r iilStpe 

tion two pieces of pipe used in the supply of hot-water 
tor a large New York City building. in which there was 
ocular evidence of severe pitting of the iron pipe, and the 
steel being still capable of service. Mr. Speller reviewe: 
the fundamental reactions involved in the corrosion of 
Iron life emphasized the point that thi rrosi . 


| ‘ ‘ 
so much due to the difference in pipe material as 


not 


the conditions encountered in the service lle asked pet 
tinently “If the trouble 1s not due to the material, why 
iS corrosion so much more serious nowadays, and how 
can conditions be bettered \11 Spellet idvanced 
theory that the cause of trouble in the differences 0! 
proportion of the nitrogen and oxygen in air dissolved 

water, due to the epreater solubilitv oft XV oe he 
proportion of these twe eases in solution ts about twe 
volumes of nitrogen to one otf oxyge Hist \ 
of nitrogen to one of oxygen, as found the atmospher 
The author 1s now trving out a sytem of remo. vy «lis 
solved gases from water by heating the water to a suff 
ciently high temperature (preferably der normal at 
mospheric pressure or a vacuum) and _ the oh 
necessarv, by passing the air-tree water through 
of economizer similar to closed teed-watet heater 
whose tunction should be to take 1}) the excess heat by 
contact with the cold feed lle reterred thi tu 
this problem to the members ot the cre ty 

Fhomas Barwick, New York City, made a talk on some 
samples of pipe taken from a rge New York buildi 
whose corrosion was attributed to electrolytic acti 


The peculiar feature emphasized was that the pipes « 


suffered 


ered with an 85 per cent coating of Magnestia 
more from the electrolysis than those which were not 
covered. 

\n interesting discussion then took place on the point 
advanced by Messrs. Speller and Barwick, in which R 


New Yorl 
New Yorl 


Barron 


\\ aldron, 


Ithaca, N. Y ll. J 
Chicago: | \ 


C. Carpenter, 


Citv; J. H. Davis, 


Citv; A. B Franklin, Boston, and Wm. Kent, Montelan 
N took part. In this discussion wrought-iro1 ripe 
seemed to be more favored than steel pup on the bast 
experience. Mr. Waldron pointed out the injurious effect 
of cinder concrete on pipe, due to a high content of 


phur, which, absorbing moisture, presents destructive 
compounds peculiarly injurious to iron te \ 
Franklin suggested the substitution of brass pip her 
ever such destructive action was to be teared 

The report of the committee on the interpretation ot 
the constitution of the American Society of Heating and 
Ventilating Engineers, was submitted and discussed, and 
referred to a special committee of tive, whose duty should 
be to revise the constitution and by-laws. Stewart A 
Jellett, Philadelphia, a charter member ot the society 
and one of those who drew up the original constitution 


was fittingly suggested chairman of this committee, which 


\ CTE) 


will be appointed by the incoming board 


The Value of Good Ventilation. 


“The Value of Good Ventilation.” by Severance Burt 
rage, lla avette, Ind., was the next topic considere: I | 
plea for good ventilation was based on two points—healt! 
and economy. Health prevents unnecessary sicknes (| 
death; economy is effected by the increase of ethciency 
of the occupants. The writer asserts that tilatio 
should not be neglected ()] the ground Ol Co He 


pointed out serious existing detects in buildings in which 


numbers of individuals come together daily for work or 


study The important impurities the air of 


cited as odors and dust 


vases, 


were 
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reves that the purity of thie Ir wil be secured by a more 
eliable test than the mit of carbon dioxide, the 
myuriou effects of which | f been overestimated H 
idvocated a closer connection betwen the work of the 
irchitect and that of the heating and ventilating engineer. 


Standards of Ventilation. 


paper on “Standards of Ventilation,” by Dr. W. A 

Llealth Commissioner of Chicago, was the ne: 

eature of the program ir. I’vans classed the injuriou 
effects of bad air into two groups—air-borne infections 
| All used « ities rhe¢ rst are included colds, 
pnenmonia and consumptior ind in the second drowsi1- 
ess, anemia and headache fhe writer stated that with 
ur there can be » SInele tandard of efficiency of ven- 


tilation im the present state of our medical and bacterio 


logical information fhe standard ot ventilation must 
onsist of humidity, temperature, carbonic dioxide, volume 
ir ancl cubic tee spare Ur. Evans, however, said 
that he had no ia lard to suggest at the present time 
These papers on ventilation were discussed and criticised 
it some leneth by Prof. Wm. Went, Montclair, N. J 
© R. Lewis, Chicago nd R. P. Bolton, New York City 
Many interesting points were presented, showing that 
t he present tate « itilatio entirely Insatistactory, 
iia demonstratt J thie need ()] mnmediate consideration 
of the hiect of entilation by the members ot the 
Ocrweyq' 


Ventilation Essentials. 


President h}ottma then introduced ro the conVventiol 


Dr. Luther Ttalsev Guhie Director of the Department 


Russell Sage [oundation, New York 


( ity fhe doctor spoke on ventilation, the common 
errol coneerning its essentials and presented Many 1 
teresting data iy onsideration in pursuing investiga 
tion alone ventilating limes lle said that recent dis 
coveries concerning the physiology and psychology ot 
respiration would prove ¢o be revolutionary in their et 
lects lle cited several interesting experiments proving 
t he ilue of air in motion tor sustainme hte as com 
pared with the same air in a motionless condition lor 
mstance,. a mat incased 11 all hermetically sealed box 
would in a very short time show all the signs ot suffoca 
tio? lt. however, the air was set in motion by means 


ft an electrically operated notwithstanding the fact 
that no fresh air were admitted, all these symptoms would 
lisappear and the man could endure such sealing tor 
onsiderable period without all effects 

Dr. Gaulick turther stated that oxygen did not. play 
such an important part as has been assigned to it by 
ventilation-faddists, nor was carbon dioxide as injurious 
as commonly thought Carbon dioxide to the amount 
of four per cent could be present without altering serious 
Iv respiratory conditions, providing the temperature re 
maimed the same and the humidity was normal. 

The doctor called attention to the wonderful regulating 
device possessed by man which automatically adjusts 
the proportions of oxygen and other gases in the air so 
as to maintain respiratory comtort. He emphasized the 
poimt that there was no optimum temperature obtainable 
Che human being needed changes in temperature to stimu 
late his life-torces. No artificial ventilating system could 
provide the same benefit of air-changes as could be se 
cured by opening the windows. He distinguished between 
fresh air and pure air. In the United States approxi 
mately $1,000,000,000 are invested in educational work. 
about 15 per cent of which is spent in heating and ven 
tilating. Faulty heating and ventilating 1s a_ national 


extravagance of the most agzravated type and with most 





ENGINEERING Vol. LIV, No. 5 


<@TIOUS Tests In New York. 250.000 boys and girls are 


» neve;:r reach the age of matu.r- 


ity. Apart from the consideration of the loss of lite, this 


educatec by the state wh 
represented a vast waste of effort which could in great 
measure be prevented by hygienic conditions, 

The doctor received a rising vote of thanks from the 
society for his excellent address. According to his sug 
gestion it was moved that a committee be appointed by 
the incoming president to confer with a similar com 
mittee of the American Association of School Hygiene 
Votes ot thanks were also given to Doctor Burrage and 


Dr. evans tor their papers. 


The Reception and Banquet. 


\ venera! reception of the members, their ladies and 
zuests took place in the parlors of the New Grand Hotel. 
Broadway and 31st St., from 7 to 8:30 p.m. The local 
members vied with each other in promoting good fellow 
ship. At 9 p. m. every one sat down with well-preserved 
President Hoff- 
man was charge d’affaires and when the material wants 


he proved himself. te 


ippetites to the society's annual banquet 


Ot the conventioners were satisfied, 


be a powerful programic and epigramic toastmaster. His 


happy introductions of the various speakers were much 
ippreciated. President Hoffman, atter a welcoming 
speech, called on Prot, William Kent, Montclair, N. J., 
to respond to the toast “Retrospection.” 

Professor Kent reminisced pleasantly on his early heat 


ly experiences and compared the old day s with the new 


tle said that the task ot heating and ventilating engineers 
of to-day was not so much to devise new methods as to 
educate the public to the value of the knowledge they 
Uready had to offer \ campaign otf public education ts 
needed and a society ol this kind wall prove powertul 
factor in this work of enlightenment. The professor ad 

vised the younger members to take active part in all the 
sessions and work of the society and cultivate the power 


f discussing the subjects presented [In this way, they 
| 


will arrive at fullness of membership-stature and prepare 


themselves to succeed the older members in the = suc 
cessful carrying out of the society's aims. 

“Our Ambitions” were entrusted to the fluent discursive 
powers of Wm. G. Snow, Boston, Mass. The mainte- 
mance of a high standard of membership and the deep- 
ening of the sense of the value of membership in the 
issociation were tirst advocated. 

\nother ambition ot the society is to secure greater 
publ# recognition of its work and aims. [Every instance 
of recognition of these will be a distinct gain to the in 
dustry at large. There should also be a closer relation 
between the American Society of Heatwe & Ventilating 
engineers and other kindred societies. Members should 
be ambitious to add continually to their stock of knowl- 
edge, and to exchange their knowledge freely with the 
other members. 

\ great ambition is to see more chapters established 
The Illinois Chapter had proved to be a creditable child 
of the parent society. The chief ambition that Mr. Snow 
expressed was that the society should have permanent 
the great building of the Engineering 


—_ 


headquarters 1 
Societies, and he hoped that before the last session ar- 
rangements would be made to bring to a successful termi 
nation negotiations to that end then pending. 

Reginald P. Bolton, of New York, the newly-elected 
president, was then called upon to outline “Our Future 
Policy.” Hie pointed out the erowing recognition of the 
importance of defective heating and ventilation. One of 
the chief things to be sought 1s a continual increase of 


~ 


good membership. By an addition ef many minds t 
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the society's strength, the facts and data needed to se bers of the board of ewovernors he commiuttee-work © 
ire the best modern practice, will become increasingly) the [llinois Chapter has been of the most thorough and 
vatlable Mr. Bolton considers the present time i psycho Compriete characte \lr liale expressed the wish that 
1 1 3 : ° . : 1 | t 

ogical opportunity to tfoin in the great national move- ‘ther chapters might soon be tormed, so as to prevent 


ment which is manifested throughout the country in the the accusation of “race suicide.” he chapter is to be 

7 - = } . ] oY : l ke P | 5 | ‘ . ‘ 
endeavor to prolong human Ite lle believes that the congratulated on having an able speak 
members of the society are alive to the opportunity so capably interpret the records on its pag 
i ly 


hiei feature of the future policy of thi m. \ \lackay New ork Cty retay , th oO} 
i ms ° a» i \ a { \ t+ iat 


presented, nd the C 


organization should be to bring all members ot the heat ranization,. was one of 1 


the prog \ rr Ive 
ing and ventilating industries into harmonious eftorts 1 toast for presentation Which was entirely satistactory 
th lecir: le \ ris ] ] ’ 1.7 1? ’ ' ' 
his desirable work bland) [he toast was to bobby Burt ne Dan et © 


‘New Members” fell to the lot ot I. K. Davis, Balti the society was held on a Burns nniversary \Ti 


more, Md. Mr. Davis gave helpful advice to those who \MiIackav is a descendant of the kilted partakers of oat 


a ‘ . + 17 1 1 : , ‘ I , ‘ , , 
nad recentty «i eG tnoemselves with Live sociret' Hie me A ( KS (| apparel ti kk eV t The } ‘ t ‘ { ‘ 
- ] . . ‘ ~ ° . . ; on 1 eet "9 ’ 
alled On them to get up) and call thei VIEWS OF} all pos trom Kiver to kivet bi 16 hy \\ ~ replet vith taste 
| ‘ } Lil al 


, and not to take ror cranted that eve4»ry tul MuUOttTatiONS alle he cone luded with whol le Te mations 


DOdYV knew what rney knew \n exchange (>] Vic NV vhich (| lhehted His rlience 


] . Re - ; — a er _ ey eee ! sa P - 
betwen the young and the ol members 1s bound to - “The Press was responded to by H (it hoanny ( 
1 , » 7 7 ‘ ‘ 
ieé Pil tO both \t the S<LTTle Lille, 1] HLS aiIWaAaANS |e oO, and the by an let was brought a ‘ =. EPS ; fern 
29 . a td Be ‘ a. . a = on 04 a) Me : : — : 
hot = 11} mwna that absolute AvT< CTie t ‘ il a | SLIEPic’ ( Ts ’ BeLad yy Preside ’ ’ rroqmnN >{ t | 4) 
a ¢ cy? ( bye xpecte if «| T¢ erales CCC ¢ an . ; 
, , : Morning Session—January 26th. 
irved new mempers to Keep their minds mM sesso t i 


‘ ’ ‘ 1 ] ’ ’ , , ’ | 
the vear through, and not to relax their interest im the Ph Orin Cast ha I Oth 
- . : . 4 e6¢ ) | | | : " " 
ocietv s attairs between annual conventions bhey shoul ro reside LLottn tiie | I - \ 4 
7 | 
‘ > + * ‘ ‘ , 1) " ‘ ‘v7 | ‘hy . ‘ . +’ : ‘ 
raAKe evePTry\ ‘ pportunity tO uphole Ltle honor and €dwwryits rpentel Pres LOC Li rep Tt { ‘ \ Dhayyatte 
tf the acvety Standards which a received and plac 


| 


te i Nilunros i 


saltimore, Ald... was selected as the : : : . ‘ 
; Ventilation of the Capitol, Washington, D. C 
somest man in the society to pay the honors to th 
7 . ‘ , ¢ ee P \ ntila 1497) (>| hy ( iT) te] \ ic] ae ca |) { 
C€xt toast, (Jur VN@al \lembers Tile cies an ] om = Wa re 
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Report of Committee on the Effect of Air-Leakage and 
Wind-Velocities on Heating Garantees. 


Cl tinge data ollected 
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' rning e heat < arty 
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thy {j t) rq) ors 4] tier ts rT. onsidered hig (1) 


ittee reported that it was t the opinion that leakage 
and wind velocities cause a great range of effect on in 
terior conditions of heat and ventilation, much greater 
than commonly supposed. 


Phe followin: tatement literesting in. thi: mnes 
unite ir tor hitect te rake 
, | spr it ) 11) ind require ’ 
: ract thie ) (0 deg., o1 lit 
eo thre thr ait iriation 11 
ree ope | 1) | 1] \\ very reat 
the t il { he ommiuttes ils 
r dat ty 1é7 rile I omprehensiy eTmes-: 
irnish 1) is for the tablishment ol heating stand 
irds simular 1 rE TLE mil ettect ft those in force in Ger 
Ally In that country. there 1s a set of standards for 
different classe tt constructior Inder governmnet cor 
tro] lhe heating engineer lays out the heating installa 
tion aceording t thie tandard demanded When the 
yovernment-inspector okay the job, the heating engi 
nee! TeCeCIVES has 1) me y Al «| does not have to wait 
heating season tor tt The plan ot procedure as outlined 
'>\ L apt \nders t Reck Or *% openhagen, savery , 
teresting portion thie ommiuttee’s report \ recom 


me} dati ] Va made Por im enlarge ment ¢ if the commit 


‘ ‘ ° | 
tee bv the addition of members having access to the data 


required The committee consisted ot DPD. M Quay, H 
\\ W hitte: ind (,eorge Huey 

This report was illustrated by special charts, and these 
ind figures presented were discussed with great inter 


lhe report of the Committee on Legislature for 1911 
n New York State was then read and its various phases 
discussed briefly 
The topics for discussion were presented seriatim as 
tollows 

No. 1 Objection to the making of plans by manu 
facturers for the installation of their apparatus 

It was suggested that the manufacturers would be glad 
to co-operate with members in bringing about a satisfac 
tory solution of the difficulties involved. It was recog 
nized, however, that the matter ts an individual one and 
that attempts to alter the practice by conference with of 
tending parties mostly resulted in the conclusion that 


there was no conclusion 
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NO. « lhe desirability ot having ventilating laws ap- 


ied to private as well as public schools 


It was agreed that any ventilation law should apply t 
private and publi schools alike 

Wm. M. Mackay, the secretary, then read a letter from 
the American Museum of Safety inviting the members 


the society to inspect their satety appliances 


Ii. K. Davis, Baltimore, Md., then read a _ resolution 


ir. M has served the soci or twelve years 
ischarging | ties with marked fidelity and ability 
d to the credit of the so 1ety a e society extended 
Mir. Mackay its gratitude and thanks tor his untlagging 
efforts on its behal! \ rising vote ot thanks was given 
ind this expression appreciation will be engrossed 
suitably as a ftestimonta oft the society s appre iati ! and 
Al 
\ Cyr ¢ ‘hn } eTe i ( y] ( { )] ! litte< 
the I service i cd tr the retiring on ers and Board 
(sOveEe! I 
it was mo. ec th if a telegram be sent to \ndrew Hat 


s inability to 


expressing regret at rr 
ttend the convention owing to ill health 

\ll «nfinished business was then referred to the incon 
ny Roard ay (sovernors 


rhe newly elected officers were then escorted to thet 


yOSItiO1 dcluts stalled President Hoftman grace 

Wily Vat atec| his sea} 117) ravor ot President Bolton. who 
) Se a 

then assumed control ot the meeting 


The topic “The Value of Exhaust Steam as Compared 
1 Live Steam for Heating Purposes” was reterred to 
committees for a report thereon at the sum 
Other topics not considered were ordered 
laced in the first part of the program ot that meeting 


ne die, atter one oft the 


The society then adjourned s 


most successful meetings it has ever held 
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to give an immediate bite the pipe, even when the teeth 


‘ 


ire dul, without Cranipiig tin wrench Vlany Or the 
ventioners were interested ny e@Xamini 24 th de 
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New Quarters for the American Society of Heating and 
Ventilating Engineers. 
Since the above report Was vritten the following al 
nouncement has been received from W. \W. Macon, the 
new secretary 


‘The American Society ol fleating and Ventilating 


vineers is now located in the Engineering 
ing, 29 W. 39th Street New York, the 13-story building de 


, » , , 
Society s Build 


To? 1 
if 


voted exclusively to the hous u yr engineering sociel 
The societv has quarters on the eighth floor, but by virtu: 
of the fact that the society is now one of the associated 
engineering societies, certain privileges offered by the 
building are available to members of the society. [or 


present office hours will be 9 a. m. to 5 p. m 








Thomas J. Claffy, the Plumbing Inspector ‘“‘Hawkshaw” 
Comments on Horrible Examples of Unsanitary 
Practice 


Interesting Object Lessons of the Great Need of the Movement Fostered by the American 
Society of Inspectors of Plumbing and Sanitary Engineers 


here f f ( ur friend Shaver which seems eovered in the dark of the moon on the left bank of the 
e an element of truth in its make-up River Nigger in the year of 10, and he never tells a lie. 
(Chicago plumb r blew into ‘asadena busted lle was \\ anted \ wite She must be not more than 22 fair. 
Invry, too, and took advantage ot the first job that handsome, good torm, no rats or talse teeth Have a 
urned up Hed never do that at home. The weather handsome home all ready, everything handy and modern 
extremely dry; was the town, by the way in a labor-saving flat A. Cinch. 
fhe poor chap roughed in the job in jig time and sat This advertisement can easily be applied to Fig. 3. 
vait for the inspector. [There was nothing doing Down in the country the hired man puts in his time 
ney or cats tine until oI r passed the job on rainy days doing plumbing when he isn't doing time 
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Fig. 1.—Defective Caulked Joint in Stack, Cellar Bakery. Fig. 3.—Bath-room, Toilet. Kitchen and Pantry, All in One. 


Well, there had to be a water test. so the plumber had lig. 4 shows the result \ motion will be presented on 

vet busy He climbed the ladder with a long hos he floor of the convention of plumbing inspectors and 
langling, and every step was lke pulling teeth The sanitary engineers at AMiulwaukee that he be permitted 
water was finally let into the stack trom the top because to do time and do it plenty. The sentiment seems to be 
the pressure wasnt trong enough to send wt up fron nearly unanimous in favor of the motion. 
the bottom, and say, that water was so blamed heavy and nce upon a time our genial friend Putts—he of the 
the lead was so dry that the water forced lead, oakum and muinisterial mien—spent a summer in the Arcadian mead- 
all right up out of the hub li vou dont believe it. tust ws of Posey county where the old swimmin’ hole hath 
look at Fig. 1 charms most alluring, and between sunup and milkin’ 

Brother Quinn disclaims responsibility for Fig. 2 time in the evening made up the exquisite piece of fine 


Would you blame himy Looks like the relic of a bad sanitary ware shown in Fig. 5 


7 fe 


Saturday night, doesn't 1 Our scribe says it was dis It is rumored that the “Society tor the Prevention 01 
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ruelty to Art” is about to present him with the “Iron the car. Curiosity once killed a cat! It killed our ap 
ross of the Stocks” in recognition of his ability as an petite that time for sure. 
rtist and craftsman. Our friend Carver from Pittsbure was in the midst of 
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Fig. 2.—Hopper Water-Closet Under Street Sidewalk for 
Bakery. | 
We were quietly enjoying our red hots and onions on | 
the special to Cream City yesterday when our attention | 

was directed to a mysterious gathering in the far end of 
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Fig. 5.—Home-Made Hopper 


a struggling, steaming, sweating crowd of ex-plumbers 


291 ] ! , ; . , ‘ | | | ' a 
ind just plumpers vainly trvire to Mane himseit Neard 
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Fig. 6.—Sink on Rear Porch. 


Fig. 4.—The Plumbing of the Hired Man. 





tie was accused of having wiped the joints on the waste- 


pipes in Fig. 6 and of butting in on the business of the 
ceramic fellows Brother Stover denied the charge on 
behalf of the defendant—such things never grew in the 
Fast, he said 

Qur triend Carver trom Pittsburgh was in the midst of 
dow and pulled him back. A piece of the missing link in 
the waste-pipe was found in his coat pocket. The last 
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Fig. 7.—Bakers Use This Closet in Barn, Where Fliour Is Kept. 


heard of him was that he was still running and his wind 
Was groOoKd 


engineers out 
empke, Craig, 


here were a few plumbers and sanitary 
tor ai stroll recently Jennish, Shaver, & 


\shley, Williamson and a few others. In the midst of 
a heated discussion on the mysteries of the stars, they 
failed to notice a hole in the sidewalk. They were fished 


ut of the debris of broken w ater-pipes, lumber, closets, 
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Fiz. 8.—Closet in Kitchen; Rags Cover Hole Showing Three 
Feet of Water Under Floor. 


etc., by the Good Samaritan. Puzzle: Find the water 
closet in Fig. 7. 

We have-been deeply interested in the effective work 
accomplished in the interest of sanitation by our esteemed 
colleague, Dr. Beatty. No doubt he never said anything 
quite so good as this—but if you will have the courage 
to ask him, no doubt you will get this candid opinion 


on such types of plumbing installation, as revealed in 
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Fig. 8. It is rumored that he is about to have it out 
with Brother Carver for not being able to “beat it.” 

Here in Fig. 9 is the innocent cause of a bitter and 
bloody battle,—a free-for-all, good old-time “Archey road’ 
scrap between members of our honored brethren, the 








Fig. 9.—‘‘Gentlemen, What Is It?’’ 


plumbing inspectors and sanitary engineers. 

Mr. Mullane, of Minneapolis, claimed it represented the 
outfall of Balttmore’s new sewer system. This was hotly 
denied by Putts. Brother Landers said it looked more 
like the entrance to Chicago’s drainage-canal. Messrs 
fall and Alford went for his scalp but he outran them 
Mr. Chew said it was not the entrance of New York’s 
sub-way—there was a faint whisper of this suggestion from 











Fig. 10.—Old Ice-box Under Sidewalk, Used as Bed-room by 
Bakery Employe. 


some unknown, supposed to be Brother Freeman. Brother 
Madden, of Green Bay, said he would bet a new hat 
against Brother Farrell’s wad that it was a San Francisco 
closet in a Chinese Joss-house—after this came the deluge 
Gentlemen, what is it? Rooms to Rent (See Fig. 10). 
(No) Plumbers or sanitary engineers wishing to obtain 
homelike accommodations amidst attractive surroundings 
please call up, or call down. Live ones only need apply 
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“Domestic Engineering” Cartoon on “The Cup of Death”—XXIV 
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Stop this Slaughter of the Innocents! 


if you want to possess a special proof of this or any other of our cartoons, let us have your request at once. We have many appli- 
cations for our cartoons for framing and want to take good care of all demands made. 











The 19th Annual Convention of the Illinois Master 





Plumbers’ Association 


Held at Springfield, [ll., January 25 and 26, 1911 


fhe 19th annual convention of the Illinois Master Plumbers’ 


consecutive time in 


with 100 


fourth 
26th. 


was held for the 
Sth 


sso tation 


January and delegates 


Springfield, on 
attendance 


The convention was called to order by Pres. Frank U. Pat 
an invocation by the Rev. Mr. 
Paul's Church 

Mayor John S. S 


ing his appreciation 


lerson, and was opened with 
Iloughton, of St 
line pp welcomed the delegates. express- 
of the important work that is being 

John D. McKay, of Winnetka, re 


stomary flow yf humor 


: =~ 
idvanced by the cratt 


sponded with his cu 
The 


iiter 


received, 
McKay 


Chicago, sergeant-at-arms, 


credentials 
appointed John D 
Delehant, of 


report ot the committee on was 


which the president read 


John 


VaTIous 


ing-clerk, and 
and 


(Committee on 


committees, as follows 
Walters, Aurora; C. D 
Aurora; EF. J 


named the 
Resolutions: T. E 
Brownell, Maniel O'Connor, 
Alton 
Committee on Credentials: L. F. O'Flaherty, Elgin: FE. C. 
Johet; Wm. Redieske, Chicago. 

Memorial i. £ 


Committee on 


( thampaigi 


ning, Chicago; K. P. Kennedy, 


Marrett, 


Boyd, Chicago; T. E 


Downing, Decatur 


Press Committee Peter Munn, Chas. A. Walz, Spring 


\uditing Committe tie { 1e0 Moore. 


vanston; FE. J 


1. C. I lickey, Chicago : 
Ryan, Danville 

lhe president read his annual report, in which he empha- 
ized the importance of the resolution adopted one year ago, 
ondemning the practice of sub-contracting, and encouraged 
the master plumbers in their stand of taking contracts from 
architects direct 


stated that the 


and 
le also 


annual 


whnenrs 


Ilinois state law requiring an 


renewal of certificate of membership had been of 


much benefit, and urged that the legislature be petitioned to 
amend the law, s@ that there will be only two examining 
Chicago 


=I ite, these boards LO 


wards. one for and one for the balance of the 


appointed by the governor. 
President Patterson was tendered a rising vote of thanks 
for his work in behalf of the association. 


'. 
on of which occupied the balance of the morning session. 


executive 


e report of the committee was read, discus- 


The afternoon session was called to order at 2 p. m., and 


the reports of Secretary Haviland and Treasurer W. J. 


Schlegel, of Belleville, read. The secretary’s report showed 
that the association was in a flourishing condition, having 
inembership. The total membership was 
The 


[linoits. 


with 38 locals outside of Chicago and 129 members who hold 


gained materially in 
hown to be 1,041: of these. 629 are located in Chicago. 
cities and towns tn 


association has members in 127 


individual membership. In addition to the increase in mem 
bership, the association has given to the members, in accord- 
ance with Mr. Haviland’s report, better trade conditions and 
has assisted in improving business methods. 

[he question of liability-insurance, the benefits and pro- 
tection derived therefrom by the trade, was discussed at some 
length 

The deplorable condition of sanitation in many of the 
smaller cities and towns throughout the state was also given 
due consideration. It was advocated that 1f the present laws 


were enforced, the much-needed reforms could be brought 


about 


i. H. Donahue, plumbing inspector of Peoria, reported 
that the state has 20 examining boards and five years ago 
only eight. Under the state law entitling all cities over 


10,000 population to have a plumbing inspector, there are 
32 cities in the state that qualify. 

John D. McKay called attention to the necessity of getting 
competent men as plumbing inspectors, stating that many 
were appointed more by virtue of whom they knew than by 
what they knew. 

\ resolution was introduced by Mr. Donahue and adopted 
that the law of the state of Llinois, entitled “An Act to Pro 
vide for the that 
the examining board in all the respective districts be required 


Licensing of Plumbers” be so amended 
to furnish all evidence needed for the prosecution of violators 
of said act, and to cause warrants to be issued against all 
said law. 


violating 


pers 11S 


\ resolution was introduced by the Chicago local, con 


vratulating the state association, the resolutions committee 
and officers for the competent and prompt manner in which 
they had fulfilled their duties in reference to the resolution 
in relation to the letting of sub-contracts. 

A resolution was adopted instructing the Illinois delegates 
National Master 


introduce a resolution at said convention reducing the per 


io the next Association of Plumbers to 
capita tax from $2 to $1 per annum, thus enabling state asso 
ciations to use the balance for organization purposes. 

On the opening of the second day’s session, the following 
resolution was moved and adopted: 
that the health of all 


whether they live in city, town or country, are entitled to 


Believing welfare and citizens, 
protection, 
Be it resolved that there be a board of plumb 


ing inspectors of the state appointed by the 


“Therefore: 
governor for 
the inspection of all state institutions, county, city and town 
public-buildings, depots and hotels in country, cities and towns 


in which the state law is not being enforced. 


“Whereas: There is from time to time much sought-for legis 
lation by the plumbers of the state, and whereas the execu 
tive committee is always conversant with the state of affairs 
and needs of the association, therefore be it resolved that 
the executive committee be the state legislative committee. 
“Resolved: That delegates and officers elected by the state 
associations to represent their associations at state or national 
conventions and executive meetings, shall be limited to an 
expense account which shall be the actual cost of railroad 
attending to 


fare, and not to exceed $5 per day while 
And furthermore be it 

That the Illinois delegation be instructed t 
present a copy of this resolution at the next national conven 


resolutions 


duties. 

“Resolved: 
tion, and use their endeavors to have similar 
adopted by the National Association of Master Plumbers.” 

The convention concurred in the recommendation contained 
in the president’s report in reference to appointment of an 
advisory board for the consideration of matters of mutual 
interest. 

The president’s recommendation that the examining boards 
be limited to two, one for Chicago and one for the balanc: 
of the state, was carried. 

A committee of three was appointed to wait on the state 
the purpose of getting 


hoard of control and architects for 
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the contracts for plumbing and heating on state work let 
separate from general contracts. The following were ap- 
pointed as the committee: Andrew O'Neil, Peoria: Bernard 
Gause, Jacksonville; Wm. Redieske, Chicago. 

The convention ordered that a telegram of condolence 
be sent to the H. Mueller Mfg. Co., of Decatur, on account 
of the death of Mrs. Mueller. A telegram was received from 
the St. Louis Master Plumbers’ Association, regretting its 
inability of having representatives in attendance. 

A vote of thanks was extended to the resolutions commit- 
tee for efficient service 

he election of officers resulted as follows: President, 
frank U. Patterson, Springfield; vice-president, W. J. Hilli- 
ard, Elmhurst; second vice-president, C. D. Brownell, Cham 
paign; treasurer, P. J. Cody, Peoria. Ex-president W. J 
lang was re-elected as member of the executive board. Dele 
gates to the National convention: Carl J. Stein, Chicago, 
and John D. McKay, Winnetka. Alternate: John L. Robert 
son, Mason City. 





Illinois Master Plumbers at Their 19th Annual 


\ vote of thanks was tendered Wm. Schlegel, the retiring 
treasurer, and a committee appointed to provide a_ suitable 
testimonial. 

\ vote of thanks was also extended to the ladies of Spring 
field. 

\t the motion of T. ©. Boyd, of Chicago, the convention 
idjourned sine die. 

Delegates in Attendance. 


\lton—R. P. Kenned: C. P. Klunk 

\tlanta—Ed. Bouillon. 

\urora—Albert Biever L. DD. Krumlauf rs: 
\\V alters. 

Batavia and Geneva—M. ©. Nelson Fred Smith 


Belleville—W. J. Schlegel. 
Bloomington—J. J. Lowry 
Blue Island—Emory G. Pronger. 


Robt. Morrison 


Carthage—Ed. F. Abbott Edwin Kelly Fred J 
ramer. 

Carlinville—D. E. Sexton. 

Champaign, Etc.—E. A. Robinson A. W. Severns 


Chenoa—L. M. Wilson 





rence Henschmen 
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Chicago—FE., J. Benning. A. C. Hickey. Llenry Breyer 
kK. C. Wagner. Carl J. Stein John Delehant Jos 
Killeen. S. J. Loula. P. J. Foley W. F. Bahn Wim 
Hanrahan. John Kleker EF. J. Dillenburg Win. Re- 
dieske. \. Morrison. A. W. Bahn C. E. Bachtold. 
J. C. Naughton. John O'Hare. l'red Grosch L. A 
Clausen. Geo. Schey. W. F. J. Lutz Ht. Zimmerman 
I’. EE. Pearson. Geo. Franklin. }. Cepican. Ik. J. Bohn 
L.. Christianson T. C. Boyd. W. I. Knauss Jas. F 
Ryan. John Cannon. Patrick Sanders. J. F. Mawn 
Chas. Kostlevy. 

Chicago Heights—E. W. Clark Wim. EF. Hildema 


Collinsville—D. E. Nipp 
Danville—E. J. Ryan. 


Decatur—T. E. Downing LD. A. lox I'red. W. Schhe 

Dixon—Otto Wetzleb 

East St. Louis—John C. English Jas. Morehead Ben 
V odde. 

Elein—C. ke. Brinton L. F. O'Flaherty 








Convention, Springfield, Ill., Jan. 25 and 26, 1911 


Kimhurst, Ete —lIred Goetz Lloyd Gridley H. HH 
Putnam 

EKvanston—John R. -tlayes ohn G. Swift (i 
Moore 

Fairbury—Chas. B. Day. 

l‘reeport—Anthony Engler Thos. Walsh 
Glencoe—l'red Luettig. 

Grayville—R. T. Rotrame! 

Jacksonville—Bernard Gauss 

Johet—Edward C. Barrett Walter L. Erikset 
Hyalme r Salle 

La Grange—Jas. W. Castle kB. McDowell W. | 
laylor 

Lake lForest—J. E. Fitzgerald. 

Lincoln—W. E. Bouillon. 

Mason City—John L. Robertson 

Mattoon—Gill R. Capen. 

Monmouth—J. W. Hays. 

Mt. Carmel—L. W. Kamp. 

Pekin—R. D. Lackman. 

Peoria—Thos. Cody Wm. D. Dickson W. W. Hitch 
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Och Frank MelLoughl byaniel () Connor \ndrew 


\VWinnetk John McKay \. S. McKenna 
Whitehall—W. Ward Eva 

Entertainment Features. 

le] companied by their wives. 


? ra 
Ate Wer©re 


\lany of the del 
were entertained by the wives of the members 
of the Springfield association on Wednesday afternoon with a 
luncheon at the Colonial cafe. An excellent orchestra fur- 
nished music for the occasion In the evening the ladies 
were entertained at the Gaiety theater. 

Thursday evening, after the adjournment of the conven 
tion, an elaborate banquet, followed by a ball, was enjoyed 
at the Saint Nicholas Hotel by the delegates and their wives. 

Supply Nien in Attendance. 

The National Vacuum Heating Co., Marshalltown, Ia., was 
represented by D. C. Murphy, manager of its Davenport 
branch 

J. B. Wilson, sales manager for the American, Foundry & 
Bloomington, Ill, took care of his company’s 


Furnace Co., 
interests at the convention. 

fom F. Leary, of the H. Mueller Mfg. Co., Decatur, IIl., 
was among the first arrivals and one of the last to leave. 
Ile met many old friends at the meeting. 

J. P. Heeney, of the M. H. Foundry & Mfg. Co., Belle- 
exhibited his company s line of XXth Century 


ville, ITll., 


plumbing specialties. 

The Thatcher Furnace Co’s. Chicago office was _ repre- 
sented by S. E. Slater. 

Geo. P. Smith, manager of the heating department of the 
Western Plumbing Supply Co., Chicago, exhibited an ex 
pansion tank recently placed on the market by his company. 

Harry Snow. of the Peerless Selling Co., Evansville, Ind., 
knew and was known by everybody at the convention. Fan- 
tastically garbed he entertained the delegates with his now 
famous bear-dance, at the conclusion of which he intro- 
duced some of his specialties 


2<--e—_ 


MAJOR HEATING LEAGUE FORMED IN ILLINOIS. 


—— — ay 


\ meeting was held last week at Springfield, IIL, at 
which a major heating league was formed to act in con- 
junction with minor heating leagues already formed in 
the state of [Tllinois, for the purpose of securing better 
trade protection for the steam-fitters. T. E. Walters, of 
\urora, was elected president of the league; J. E. Fitz- 
gerald, of Lake Forest, secretary; L. O’Flaherty, of Elgin, 
treasurer. FE. C Barrett, of Joliet, and Wm. Hanrahan, 
of Chicago. were made trustees, with power to elect a 
beard ot directors 
—___ o> 


WHO MAKES THIS BATH-SPRAY? 





The Editor of “Domestic Engineering” this week re- 
ceived a letter asking for the name and address of the 
manufacturer of a bow-shaped bath-spray, attachable to 
a 4% bath-cock, or a 4% bath-cock with the spray made 
integral. As we are unable to furnish our subscriber 
with this information, we would like to ask some reader 
who knows, to give us the desired name and address 
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MEDFORD’S PLUMBER MAYOR DEAD. 





Former Mayor Michael F. Dwyer, of Medford, Mass 
known far and wide as Medford’s “Plumber Mayor,” die: 
at his home at 9 South St., in that city on January 2 
ot heart failure. He had not been in the best of healt! 
for some time but his death, due to heart failure, wa: 
entirely unexpected He was planning a Southern trip 
In both politics and business Mr. Dwyer was a self-mad: 
man in every sense of the word. He ran for tow: 
moderator the very same year that he cast his first vote 
and was defeated three times in succession. He won out 
in 1877 and held the office for 14 consecutive years there 
after. He retired from public life for a while when the 
town went under the city form of government in 1892 but 

















The Late Michael F. Dwyer, Medford, Mass. 


10 years later entered the race for mayor. He was twice 
defeated but announced that he would run until elected 
and the next year he was successful. He was born in 
Medford and was in his 58th year. He was educated in 
the public schools of his city and for a time followed the 
newspaper calling but afterward opened up a place of 
business as a plumber which he continued until the time 
of his death. For years his little shop on Riverside 
avenue was a sort of club room for his friends. He al- 
ways left the key hanging outside the door when the 
shop was closed and said that whoever wished might 
enter and make themselves comfortable until his return 
If a person wished to borrow a screw driver or a wrench 
he did so and never in the years that the key hung on the 
nail outside was any tool borrowed that was not re 
turned. 

‘ —--—-— _-. ~-o~< 


OBITUARY. 





W. C. McDaniel, for the past 15 years Chicago repre 
sentative of the Raymond Lead Co., Chicago, died at his 
home in Wheaton, IIl., on Thursday, January 26th. Mr 
McDaniel had a large circle of friends in the plumbing 
trade in Chicago who will be sorry to hear of his demise 

cimnasiiaiianiidiales: 

The Radding Co., 359 Chestnut St., Springfield, Mass 
has the contract for plumbing, roofing, metal cornices and 
metal ceilings for the new stores and tenement block 
which Albert Karp is erecting at the corner of North and 
Tenth streets in that city. 

A recently formed corporation is the Solderene Manu 
facturing Co., of Boston, which is to manufatcure al! 
kinds of solder and the like. The new company has 
capital of $100,000. The officers are: W. R. Dame, presi- 
dent; Harry R. Luther, treasurer; and J. W. Ogden. 

J. C. Trefethern & Co., plumbers, of Peterboro, N. H.. 
are soon to move from the Nichols building to a stor: 
in Anderson’s building on Main street, where they wil! 
have much larger quarters and better facilities to handle 
their increasing business. 

P. A. McGrath has bought an interest in the plumbing 
firm of Belland & Taylor, Grinnell, Ia. The new firm 
will be known as the Belland-McGrath Plumbing Co. 
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SOME COMMENTS ON “THE JOURNEYMAN AND prolong the life of the tool. Don’t use a new file on a 
HIS HELPER.” very narrow surface, nor upon rough, dirty, scaly cast-iron 
—_——____-_ surfaces. Have several old files kept back for such put 
Editor “Domestic Engineering’ :—Being a “boss,” may poses. The file is intended to do its work on the pushing 
be I have no right to “butt in” to this part of the paper; motion, yet we have observed many workmen using the 
but as I carried the tools for many moons, up and dow! hle as if it were a saw, and putting full strength on 
the country, perhaps you will allow me the chance. | both the push-and-pull movement. Such treatment will 
was greatly interested reading the ‘“Melting-Pot” philos soon put the best of files thoroughly on the bum. Go 
phy of the lad from Minneapolis and, take it trom me into some first-class machine-shop and see how the tool is 
if there were more of his kind among the ranks of the used properly, and make use of the lesson. 
journeymen, the craft would be a whole lot better off —____»-@ 
| like a man that can stand back on his hind legs and THE STANDARD OF WORKMANSHIP. 
shoot the hot stuff across, and that 1s what he has cer- caaaniaaal 
tainly done in this article His description of what a In many places various crafts and businesses have not 
first-class journeyman really is, can hardly be beaten, and only one but several standards by which things pertaining 
is one of the best things that has come out of the bunch to their respective lines may be judged, or rated as poor, 
for some time. He made one qualifying statement, how fair. good. excellent. or A No. 1 \fter many years oi 
ever,.to which I wish to take exception. He said, “l ‘xperience in the plumbing and heating lines, what has th: 
believe a good sober mechanic is the equal in most waVy- eratt to show in the wav of Any reliable standard of work 
of any master.” I certainly object to the word ‘most’ manshin? We hear it many times “I am a first-class 
in that sentence. Such a mechanic is fully the equal, plumber or fitter,” as the case may be Who among you 
in every way, of the best master that ever stepped i1 can tell right off the reel what a first-class plumber or 
shoe-leather, as far as reliability, energy, honesty and hitter is? When the contract is written for the plumbing 
manhood are concerned. This mechanic, at that certain or heating job, it contains a meaningless phrase worded 
time, may not be as fully posted as to the figuring parts something like this: “and all the workmanship is to be 
of the game, but, as a citizen, he is as good as the mastet strictly first-class in every respect.” 
and a blamed sight better than many masters that | “First-class.” We like the sound of it and it look 
could name. The journeyman will stick closer to his well in print, has a “jawlicious” sound when uttered. but 
friends and association, spend more on it, work harder who is there to say, or upon what can the comparison be 
for it and be a better friend’to all than the master in based, so that we can get a line on matters and check up 
nine cases out of ten People are always liable to see the item in its proper place? 
all the bad that there is in anything while they remai The demand for competent fitters and plumbers is in 
blind as a bat to the good. Because the craft has been excess of the supply; any master who has carried on a 
“cussed” with booze-fighters (and take it from me that business for a period of five years, or less in some in 
this statement hits both the master and the journeyman) stances, can testify as to the truth of the statement just 
and because both parties have in many cases been sadly made i 
incompetent, we are classed as a set of bums and robbers What is a “first-class man” in this business anyway, as 
When I say “we” I] refer to all concerned. ‘This may referring to his duties as a workman? lor years and 
seem a queer letter to come from a boss, but there were years journeymen have roamed all over the country, slobs 
some things that I wanted to say and now that they are a few of them, drunkards some of them, and a legion of “ 
out of my mind, I feel better. Some time I may come incompetents who have not the slightest right to the title 
again. Trusting that you will find a place for this effort, “mechanic.” 
will close. ‘ “Boss.” Are we getting a better grade of work than we did five 
erenenancce Ey sane or ten years ago? That is one subject that we should like 
TIP ON FILES FOR “APPRENTICE.” to hear about quite extensively from our many readers f 
omimnatennens Can this question as to a well-detined grade, or perhaps | 
Editor “Domestic Engineering”:—Have just started a it would be better to say standard, be whipped into such 
small “kit” of my own and [I notice that the files always shape that we shall have something upon which to bank? 
seem to be in bad shape and not to last very long. Will That’s another question up for debate. We are waiting 
you be kind enough to give me some suggestions? for the answers from our readers 
“Apprentice.” a 
—E : He Knew About Such Things. 
The files are generally banged around the chest in any ae 
id place. Even if they are kept in a till, they are sure When a butcher answered the bell of his telephone in 
to get filled up with gum and dirt, so that in a short time strument one day the shrill voice of a little girl greeted 
they become practically useless. They should be kept nis case. ? - 
n a separate box and so fixed that it is impossible for ne eee ae 
them to rub against each other. After using the file, “Well, can you tell us where grandpa’s liver is? We've 
before it is put away, it should be cleaned with a stiff sot to put a hot flannel on it, and we can’t find it.’—The 
wire-brush. It takes but a moment and will materially Housewife. 
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Roughing-In Stacks and Branches—IX. 












By Henry D. McCormack, C. E. 









Grease Traps. 

In all households there is more or less grease 1n- 
separable from the process of preparing and cooking food, 
and the washing of dishes. This grease, when hot, as, 
for instance, when melted and carried in suspension in 
hot dish water, is discharged into the kitchen sink, and 
from there flows into the waste pipe, where sometimes it 
proves very troublesome, on account of its tendency to 
obstruct the drain. While 1n a iiquid state the grease 1s 
harmless, but as soon as it is discharged into the waste 
pipe and is brought into contact with the cold surface 
of the metal, the grease congeals and in solidifying ad- 











Fig. 34. An Ajir-Cooled Grease- Trap. 


heres to the sides of the pipe, where it remains, decreas- 
ing the bore at each successive discharge, until sufficient 
yrease accumulates completely to fill the bore of the pipe. 
To prevent the stoppage of drains from an accumula- 
tion of grease, some means must be provided to keep the 
grease out of the drainage system or intercept it before 
it has adhered to the pipes, and collect the grease into 
one receptacle in such a manner that it can be removed 
at intervals. The apparatus or device which accomplishes 
this purpose is known to the trade as a Grease Trap, 
and in some localities is called a grease interceptor. 
Grease traps may be defined as separators in which 
grease, fats and oils are separated trom greasy waste 
water, the grease and oils being retained in the trap, 
while the water flows freely into the drainage system. 
Grease traps are used in connection with kitchen, scullery 
and other sinks, in hotels, hospitals, sanitariums, restau- 
rants, boarding-houses and other institutions, where large 
quantities of greasy water are discharged, to intercept the 
grease while it is in a fluid state and thus prevent it 
reaching the drain pipes and adhering to their surfaces. 
In many cities grease traps are used in connection with 
kitchen sinks, not only in large institutions, but lkewise 


in private houses. Ordinarily, one grease trap is pro 
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vided for each sink where grease is liable to be emptied, 
but in large institutions one large grease trap is some 
times constructed, and the waste pipes from all the 
greasy-water sinks connected to this one large grease 
trap. If, however, the fixtures are not all grouped pretty 
close together, so the waste pipes can be connected to the 
grease trap without necessitating too long a run from 
any one or more sink, the common grease trap for all oi 
the fixtures will have to be abandoned; for long runs 
would defeat the very object of a grease trap, by allowing 
the grease to congeal in the waste pipes before reaching 
the trap. 

Grease traps may be divided into three general classes, 
according to the means by which the temperature is re- 
duced to the congealing point of grease. The first class 
belongs to the air-cooled grease traps in which the grease 
is reduced in temperature until it reaches the congealing 
point, by the transmission of heat from the trap to the 
atmosphere with which it is in contact. The second class 
belongs to the earth-cooled grease trap, which is buried 
in the earth and in which the temperature of the grease 
is reduced to the point of solidification by the transmis 
sion of heat to the earth, in which the grease trap is 
buried. The third and last class belongs to the water- 
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Fig. 35. A Water-Cooled Grease-Trap. 


cooled grease traps, in which the heat is transmitted from 
the grease and water within the trap, to a colder body 
of water circulating in a water jacket around the grease 
trap proper. 

\n air-cooled grease trap is shown in Fig. 34. In this 
illustration part of the outer casing is broken away t 
show the interior construction of the fittings or appar 


atus. Greasy water enters the trap through the inlet 


pipe, a, where the particles carried in suspension separate 
the grease, which is lighter than the water, floating to the 
surface where it forms a scum over the top of the liquid 
in the trap. The outlet, b, to the drainage system 1s sub 


merged and dips down to near the bottom of the drum 
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or body, so that when a flush of hot water enters the 
trap it displaces an equal amount of colder water from the 
bottom of the trap. This water overflows through the 
outlet leg, b, into the waste pipe, c, thence to the drain- 
age system proper. In some grease traps a dwart par 
tition is stretched across the body of the trap between 
the inlet and outlet pipes, so that the incoming water 
cannot pass direct to the outlet. On account of the way 
this outlet pipe bends down inside of the trap to near the 
bottom, it forms a siphon and the contents could be 
siphoned out of the trap at each large discharge of water 
if provision were not made to ventilate the trap. This 
may be done through the vent connection, d, which 1s 
»srovided for a back vent connection. Fermentation and 
putrefactive changes are going on within a grease trap at 
all times, with the evolution of a quantity of inflammable 
gas. A vent-pipe connection, e, it will be observed, is 
orovided in order to vent the interior of the trap, to re 
lieve all pressure due to the formation of gas, and at the 
same time offer a means for the gas to escape. A re 
movable cover is required on all grease traps, so that the 
grease which accumulates can be periodically removed 
The cover, it would seem needless to say, should be per 
fectly gas tight, otherwise there would be a disagreeable 
odor constantly escaping from within. 

The effectiveness of a grease trap depends to a great 
extent on the quickness with which contents of the trap 
become chilled and the grease solidifies. In the air-cooled 
type of grease trap, it will be observed that the chilling 
of the water and solidification of grease depend upon the 
rapidity of the transmission of heat from the body of the 
trap to the surrounding atmosphere. This transmission 
will be comparatively slow, on account of air being a 
poor conductor of heat, consequently the water in the trap 
will require a long time to become chilled. Air 1s a poor 
conductor of heat for two distinct reasons, which are 
peculiar to air. In the first place, the layer of air which 
is in actual contact with the outer surface of the body 
of the trap, does not move quickly, consequently a large 
body of air cannot be brought in contact with the trap 
Further, as was previously mentioned, air 1s a very poor 
conductor of heat, so that this thin layer of warm air 
which moves slowly, does not permit heat to be quickly 
conducted to the colder air outside. In other words, it 
acts as a non-conductor. In the second place, the specific 
heat of air is very low, being not more than .24 of that 
of water, so that a very large volume of air must be 
brought in contact with the trap to absorb the heat and 
reduce the temperature of the water within to the con 
gealing point of grease. In the ordinary small sized air 
cooled grease trap, the grease 1s not cooled and solidified 
underneath upon being discharged therein, but being 
lighter than water, the grease rises to the top of the water 
where it remains until the temperature of the mass is 
lowered enough for it to congeal. The body of the grease 
trap must be made sufficiently large or the grease will not be 
able to rise to the top but will be carried out with the 
waste water and pass off into the drainage system. 

A water-cooled grease trap is shown in Fig. 35.. This 
type of trap differs from the one just described only in 
being surrounded by a water jacket, through which cold 
water can circulate to carry off the heat from the waste 
water within, thereby reducing the temperature of the 
grease to the congealing point. It is obvious that when 
a trap of this type is connected to a cold water branch 
of the water supply system, through which water is being 


constantly drawn, the waste water within the trap will 
be chilled almost to the temperature of the cold water. 
shortly after reaching the trap 


This is due to the facts 
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that both iron and water are good conductors of heat 
and that heat always flows trom the hotter to the colder 
object; consequently the heat in the waste water within 
the trap will pass readily through the wall of the trap 
where it will become absorbed by the cold water outside, 
which, raised slightly in temperature, will subsequently 
be drawn from a taucet. The water supply for the water 
jacket of a grease trap is taken from the cold water pipes 
and is connected to the water jacket as shown in the illus- 
tration. The inlet for the cold water 1s near the bottom 
of the casing, and the outlet near the top. The branch 
which cools a water-jacket grease trap must be connected 
to some unimportant faucet in the building where the o 
casional drawing of tepid water would not be objection 
able. It. would not do to use the branch from a grease 
trap for a drinking fountain, although it might without 
objection be connected to the hot water tank or supply 
cold water at the kitchen sink. 

The earth-cooled grease trap is usually made of ma 
sonry and is buried in the earth outside of the building 
The principle of its construction is the same as that ot 
the air-cooled grease trap and like that it may be had 
in large sizes, made of cast iron. 

Karth-cocled grease traps are usually quite large and 
contain. a sufficient volume of waste water to chill the in 
Howing discharge of hot water. Besides, the moisture 
in the earth is a good conductor of heat so that the greasy 
water 1s soon chilled after it reaches the trap. 

A grease trap should be placed as close as convenient 


to the sink from which it receives the discharges. It is 


advisable not to place itt in the kitchen, however, on a 
count of the offensive odors that would enter the room 
Wherever 1t 


1S placed, the grease trap should be subject to periodical 


every time the grease trap was cleaned. 


inspection and should be cleaned out whenever the grease 
accumulates to such an extent as to require removal 


MASTER PLUMBERS AND HEATING ENGINEERS 
OF PATERSON, N. J., CELEBRATE. 

The Master Plumbers’ and Heating Engineers’ Prote 
tive Association, of Paterson, N. J., celebrated January 
lith with an entertainment at the Majestic theatre, and 
later a banquet at Crawford’s restaurant. The entertain 
ment and banquet was tendered to the lady friends of the 
association, and the party numbered about 150. 

The first six rows in the orchestra of the theatre wer: 
reserved for the merry-makers. \rthur Whitelaw, the 
singing and talking comedian, handed out many jokes 
on the plumbers’ trade and various of the members, 
adding to the merriment of all, especially the wives and 
sweethearts of the plumbers. 

\t the finish of the performance they proceeded in 
body to the restaurant, where the banquet awaited them 
\fter partaking of the excellent menu served by Mr 
Crawiord, Robert F. Quinn, who acted as master of 
ceremonies, called upon a number of the guests, who re 
sponded with short inpromptu speeches. 

Some of these who responded were: A. Selden Walker. 
national president; Samuel Wilson, national secretary, both 
of East Orange, N. J.: Harry J. Farrell, national state vice 
president, of Camden, N. J.; William H. MacDonald. local 
plumbing inspector; Edson Garrabrant, member of state 
executive board, of Orange; George A. Turner. member 
of state executive board, Asbury Park: Louis A. Menegan. 
member of state executive board, of Union Hill. and State 
President (,eorge A. O'Neill, ot Paterson 

rhe new officers of the local association, who were re 
cently elected and installed are: President, Robert F 
Quinn; vice-president, Frank \. MeBride; recording 
secretary, Frank Vreeland: financial secretary. William 
Delhagen; treasurer, A. J. Fielding; trustees, Robert Beau- 
mont, John W. Gysbers and Charles A. Kasse. 

The committee which arranged the festivities consisted 
of the following: George S. O’Neill, chairman: James H. 
White, secretary; Robert Beaumont, James J. Maher, 
John Baker and Frank Vreeland | . 
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THE SLOPE OF THE REAMER. 


-ditor “Domestic Engineering’ [ have seen in your 
excellent journal, at different times, advice as to the use 

the reamer in connector: with both plumbing and 
heating work. Now, it has occurred to me that I would 
like to ask about what slope or angle the reamer should 
have, or how you are going to tell whether you have a 
reamer that is the mght thing M. M. 

fhe reamer is shaped something like a cone Now 


this cone has length and (at one end) width. If you will 
see that the length is somewhere about twice the width, 


t should do the 


~~ 


you will have the tool about right and 
rk in a satisfactory manner. 
o-oo 


EXPANSION IN PIPES. 


Editor “Domestic Engineering” :—lI have observed tables 
giving the expansion in pipes. Is there no definite rule 
to go by so that one could figure the thing out for him- 
self on different jobs? If there is, will you not be good 
enough to publish it for the benefit of your 

Constant Reader. 





fhe expansion in different metals is not the same for 
all. For instance, in cast-iron we have .000074-in. in- 
crease for every foot for each added degree of tem- 
perature In wrought iron, under the same conditions 
the expansion is .0000823-1n. 

You can find out the expansion of any pipe from the 
above quotations, if you multiply the number of feet in 
the pipe by the number of degrees of change in the tem- 
perature and then multiply the product thus obtained by 
the proper expansion given for the pipe. If for cast-iron 
use .000074 and if for wrought iron use .0000823. This 
should give you the increase on any size pipe of ie ma- 
terial mentioned 
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SUPERHEATED STEAM. 





Editor “Domestic Engineering’”:—Will you kindly tell 
me what superheated steam is, as I have seen the term 
many times. 

aa oe 

The definition given for superheated steam is that it is 
steam separated from water and heated so as to give it a 
temperature higher than the boiling point, corresponding 
to its pressure. 


BUSHINGS FROM PIPE COUPLINGS. 





Editor “Domestic Engineering’:—Having but a _ short 
time since started in as a helper, | would like to ask you a 
question. Is it a practical thing to make a bushing for use 
out of a pipe coupling? 

“Apprentice.” 





We would not advise such a practice as a general thing, 
as it would take too much time to prepare the pipe bush- 
This practice is made use of “in a pinch” and 


ing for use 


So far as working its to be consid- 
ered, it is perfectly practical and the bushing so made 
will serve its purpose, if prepared carefully 


to serve the occasion 


SEE amen at 


PIPE LUBRICATION. 

Editor “Domestic Radiata In your reply to “Kick- 
er,’ on page 280, your issue of Dec. 10th, your statement 
that lubrication 1s the only need of lead when making up 
a joint, would be true if threads of pipe and fitting were 
perfect, and there is no question but what our manufactur 
ers make them as perfect as is possible. There is, how- 
ever, a constantly-increasing error until it has become such 
as compels us to discard the tap or die. 

As long as we have imperfect threads, the easy way 1s 
to use something, such as a pipe-joint compound, which 
will overcome this error. If it does so and is as durable 
as the pipe, we are just as well off as we would be with 
perfect threads 

Some day the use of leads will be prohibited by law, 
which would be simply right They are poisonous and 
when the lead is taken into the system with drinking 
water it surely and slowly does its work. 

EB. © 


THE FIRST USE OF STEAM OR HOT WATER. 
Editor “Domestic Engineering’:—I have wondered, 
many times, which was first used for heating purposes, 
steam or hot water. Do not know as I have seen it stated 
and thought I would write to you and find out. Please tell 
me what you can and greatly oblige. 
A Reader. 


[f we are to go by what we find in history we must be- 
lieve that the hot water has the record. It seems to have 
been used by the Romans and some other ancient peoples 
for heating purposes, and was used by the more modern 
people to a limited degree, at about the time of the Revo- 
lutionary war. It is stated that steam was probably first 
practically used for heating purposes in the first part of 
the nineteenth century. Of late years, in the general prac- 
tice of this country, hot water has come into general heat- 
ing use to a most surprising degree 


Oe 


PACKING THE RADIATOR VALVE. 

:ditor “Domestic Engineering’: I have found that some 
of the radiator-valves seem to leak around the stem when 
they are first used and have to be re-packed. Is this cus- 
tomary? J. B. 





This gentleman must be rather new to the business or 
he would be “hep” to the fact that, unless he is using 
a kind of valve that requires no packing, all radiator- 
valves should be examined and packed, if necessary, which 
is many times the case, at the bench before they are con- 
nected to the radiator. It pays to be a little particular, 
sometimes, and this is one of the cases when a “stitch in 
time” will save considerable annoyance and trouble if 
the matter looked after at the proper time. 
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SPECIAL NOTICE TO READERS. 

Our readers are invited to send in articles on any topics 
covering sanitary interests as outlined above. Photographs 
and drawings with descriptions of special interest to 
plumbers and steam-fitters are welcomed. “Domestic En- 
gineering” pays at space rates for all articles, notes, criti- 
cisms and news data so contributed. 
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AMONG THE WHOLESALERS 


MID-WINTER 





EASTERN SUPPLY soe TION’S 


MEETING. 

The [astern Supp!) \ssociation will hold its regula 
mid-winter meeting at the Hotel Astor in New York Citys 
at 1:30 p. m.., Weduecdan, kebruary Sth. J. Lee Nichol 
son, of the American Cost Accounting Co., New York 


Lite Bldg., New York City, will read a paper on “Cost and 
Departmental Accounting” at this meeting 


OS Oe 

CENTRAL SUPPLY ASSOCIATION’S MID-WINTER 
MEETING. 

The Central Supply Associa will hold its regular 


mid-winter meeting at the Stratfo ond Llotel in Chicago, 
on Tuesday and Wednesday, Iebruary 21 and 22, 1911 
+-+o 
THE COLUMBUS SUPPLY CO. HAS BEEN INCOR.- 
PORATED. 
The Columbus Supply Co., Columbus, ©O., has been in 
corporated with an authorized capital of $30,000 by tM 


\bbott, J. B. Falkenbach, William M. Steele, Harry H 


Young and George Lynch The company will deal in 
plumbing and heating specialties 
— +++ 

WILL MAKE FURNACES AND HEATING SYS- 
TEMS. 

The Home Furnace Co., Cleveland, O., has been incor 


porated with an authorized capital of $10,000 to manu 
facture and sell furnaces and heating systems. The tn 
corporators are Henry Steubel, Fred Y. Kemper, Lillie 
Kemper, Stanley C. Riddle and Wallace S. Knight 
t+e 
SIMPSON HEATER CO.’S ANNUAL MEETING. 


At the annual stockholders’ meeting of the Simpson 
Heater Co., Newark, O., the following were elected es 
tors: W. L. Smith, C. L. Flory, C. M. Smith, and Phil 
Gerlach. W. L. Smith was elected president; C. L Flory. 
vice-president and C. M. Smith, secretary and treasurer 
The usual semi-annual dividend was declared 

tro 


PURCHASE LARGE MANUFACTURING PLANT. 

The Drop Forging Co., of New York, manutacturers ot 
chain pipe-wrenches and special drop torgings, has pur 
chased the Bergen Foundry’s factory site and buildings 
at West Side avenue and Fisk street, Jersey City, N. J 
The plant has a f ontage of 308 ft. on West Side avenue 
and 210 ft. on Fisk street and it has been in operation 
for two years. 

+o 


EVANS SUPPLY CO. ELECTS OFFICERS. 

The organization of the Evans Supply Co., Newark, 
O., recently incorporated with an authorized capital of 
$25,000, has been effected by the election of the following 
directors: F. C. Evans, I. M. Phillips, Clay Van Voorhis, 
Fulton Van Voorhis and Howell Hughes. F. C. Evans 
was elected president and treasurer and Clay Van Voor 


his, vice-president and secretary The company will 
handle plumbing and heating supplies 
_ ——- 


INCREASED ITS CAPITAL STOCK. 


The Ideal Heating Co., Columbus, O., at a recent meet 
ing of the stockholders voted to increase the capital stock 
from $10.000 to $25,000 for the purpose of increasing its 
facilities. Some of the stock has already been suhectibe -d 
at par. The company manufactures gas furnaces and 
fittings of all kinds and has been in existence for about 
10 years. Samuel Fippin is president; F. C Medick, sec- 


retarv: R. S. Thompson, general manager; O. L. Skinner, 
mechanician and R. A. Magley, business manager. 








THE PASMAN VALVE CO. INCORPORATES. 





The Pasman Valve Co., Jersey City, N. J., has been 
incorporated with a capital stock of $50,000, to manu- 
facture plumbing specialties. The incorporators are: A. 
H. Pasman, A. Ziegener, W. N. Bonynge. 

= 


WILL MAKE COMBINATION HEATERS. 

The Hagerstown Combduntion Heater Co., has been 
organized at Hagerstown, Md., and will establish a plant 
for the manufacture of a patented heater. Harry E. Baker 
is president of the new company and R. S. Stevenson 
secretary. 

ee ee 
WILL MAKE PLUMBING AND HEATING SPE- 
CIALTIES. 





W. A. Birdsall & Co., Newark, N. J., has been incor- 
porated by W. A Birdsall, Philip D. Elliott and Herman 
Russomann, with a capital stock of $75,000. The new 
-ompany is to manufacture plumbing, heating and vacuum 
‘leaning specialties 


WILL MAKE GAS-HEATERS. 

Hi. W. Hunter has been elected president, and Norman 
James, secretary, of the Baltimore Gas Appliance and 
Manufacturing Co., which has incorporated with a capital 
stock of $300,000 to manufacture gas-heaters, stoves, etc. 
Their plant is at Bayard and Wicomico Sts., Baltimore, 
and Martin W. Longfellow, formerly of the Estate Stove 
Co., Hamilton, O., will be superintendent of the plant 
The company has 200,000 square teet of floor space 


SERIOUS FIRE DOES NOT INTERRUPT BUSI- 
NESS 





The principal plant of the Star Expansion Bolt Co., 
located at Bayonne, N. J., was almost entirely destroyed 
by fire early Friday morning, January 20th, the loss to 
buildings and machinery being almost complete. The 
stock of manufactured merchandise, however, was but 
slightly damaged, and the company was able to resumé 
deliveries without interruption Monday, January 23rd. Th: 
veneral and executive oftices of the concern are located 
it 147-149 Cedar St., New York, and it has branch offices 
and warehouses in Chicago, San Francisco, New Orleans, 
Montreal, Toronto and Winnipeg lt carries heavy stocks 
it all of its branch warehouses, from which points it car 
make immediate delivery in case of emergencies or whe 
ustomers require quick shipments. 

— 


SAN FRANCISCO JOBBER HAS NICE COUNTRY 
BUSINESS IN PLUMBING SUPPLIES. 


—_—_——_—_— -_-———— 


The George H. Tay Co., jo bber in plumbing and heating 
supplies at San Francisco, Cal., has been doing a very 
fine country business of late, and this 1s expected to show 
an increase in the near future due to the bounteous rains 
that have just fallen, breaking the long drought that has 
prevailed. -With a fine wareroom in that city for the“dis- 
play of stock, it has basi n decided to pay increased atten- 
tion to business across the bay, and with that in view 
a fine store has been opened at Oakland. A _ splendid 
show-room has been opened there and business has shown 
an improvement from the day the new store opened, the 
location being a very central one. This concern has taken 
a number of tine contracts during the past year, promt 
nent among which might be mentioned the furnishing of 
the material for the plumbing work in the new govern 
ment military prison at Alcatraz Island. Most of the ma 
terial to be used in that building 1s to be of special de- 
sign and will be manufactured out of special materials, 
making the work a notable one. This concern has also 
furnished the materials for the splendid plunges and 
shower-baths of the new Y. M. C. A. building in San 
Francisco, declared to be the finest structure of its kind 
in America. Now that rains have fallen in the country 
districts this company is making extensive preparations 
for the 1911 campaign, and the outlook is more satisfac- 
torv bv far than it has been for a long time. 
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WILL SUCCEED THE CLYMER MFG. CO. 

At Indiana, Pa., the Penn Enameled Sink Co. has been 
formed with a combined capital stock of $100,000. B. W. 
Stewart has been selected as treasurer. The board of 
directors consists of B. W. Stewart, G. A. Conrath and 5S. 
F. Warner, all of whom are residents of Indiana. The 
company will take over the plant and other property ot 
the Clymer Manufacturing Co., of that place, which has 
been manufacturing white enameled kitchen-sinks, low- 
down closet-tanks, etc. G. A. Conrath, who was for- 
merly engaged as superintendent of the Clymer company, 
is at the head of the new corporation. The company 
plans to add the making of enameled bath-tubs and other 
specialties. J. M. Kelly, formerly of Buffalo, N. Y., who 
has been connected with the plumbing supply trade for 
many years, will have charge of the Pittsburgh office of 
the new company, which will be located at 616 Empire 
Bldg., Liberty avenue and Fifth street. 

cneiilacialciiltaiscittaans 


ANNUAL MEETING OF THE HOME FOLD OF U. 








The annual meeting of the Home Fold of the United 
Bunch of Sheep, held at the St. Charles hotel in Milwau- 
kee recently, was one of the most successful in the his- 
tory of the organization. About fifty were in attendance 
at the meeting and at the Dutch lunch, which followed. 
Some interesting talks were given and plans were made 
for organizing a new joint fold at Minneapolis and St. 
Paul and new folds at Detroit and St. Louis. The fol- 
lowing officers were elected for the ensuing year: Grand 
ram, A. M. Wagner; vice-ram, Richard Hohnbach; chiet 
shearer, George Roska; keeper of the golden fleece, Fred 
Wagner; shepherd, Arthur Wellhausen; director for one 
vear, U. B. Garnsey; director for three years, F. E. Nolan. 
Two new members were initiated into the mysteries 01 
the fold, Arnold Klug, city salesman of the H. W. Johns- 
Manville Co., and William Charles Heinrichs, Wisconsin 
representative of the H. Mueller Manufacturing Co. It 
is only about three years since the order of the United 
Bunch of Sheep was organized 1n Milwaukee by several! 
salesmen in the heating, steamfitting and plumbing lines, 
but it prospered from the very start and branches have 
been organized in different cities from «ime to time un 
til the order is fast becoming national in scope. 
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WIDOW OF THE FOUNDER OF THE H. MUELLER 
MFG. CO., DEAD 

Mrs. A. redericka Mueller, widow of the late Hierony- 
mus Mueller, and mother of the Mueller boys of the 
Mueller Manufacturing Co., Decatur, Ill., died of cere- 
bral apoplexy, January 26, 1911, at 10:00 a. m., at the 
home of her daughter, Mrs. Leda Mueller Cruikshank, 
West William street, Decatur, Ill. Mrs. Mueller had been 
indisposed for several days but when her sons paid her a 
visit on the way to their office Thursday morning, they 
came to their dw‘ies of the day with a lighter heart, be 
cause they had found their mother very much tmproved 
and were hopeful that she was on her way to a speedy re- 
covery. An hour later the shocking news came to them 
that she had died suddenly. Her death was very similar 
to that of her oldest son, Henry Mueller, who expired 
without warning August 13, 1910. Mrs. Mueller was a 
native of Minden, Prussia, where she was born in 1839 
She emigrated to America at an early age and here met 
with her late husband, Hieronymus Mueller, to whom she 
was married at Freeport, IIl., in 1856, coming to Decatur 
with her husband the year following, and making that city 
her home since then. Mrs. Mueller was a woman of excep 
tionally strong character and in the early struggles of her 
late husband to establish a large manufacturing business 
she proved a most worthy helpmeet. Her tastes were 
pronouncedly domestic and her life was devoted to her 
husband and family. Mrs. Mueller was quite widely 
known in recent years, having been a frequent visitor with 
her sons to national conventions of the water, gas and 
plumbing trades. She is survived by her five sons, Philip. 
Fred B., Robert, Adolph and Oscar, and her only daughter, 
Mrs. Leda Mueller Cruikshank, all of whom were in 
Decatur at the time of her death, with the exception of 
Oscar, who has charge of the company’s eastern division 
in New York City. 
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kdw. H. Kinney, of the Geo. H. Tay Co., San Francisco; 
H. T. Lally, of the Lally Co., also ot San Francisco, and 
H. M. Haldeman, of the H. R. Boynton Co., Los Angeles, 
are at present on a trip to the large cities in the East. 

B. L. de Nourie has joined the forces of the valve and 
steam-specialty sales-department of the Ohio Brass Co., 
Mansfield, O. Mr. de Nourie was formerly connected 
with the U. T. Hungerford Brass & Copper Co., New 
York City, and he has had considerable experience in the 
steam-specialty lines 


J. B. Rahm, vice-president and general manager of the 
United States Supply Co., Omaha, Neb., left this week 
with his family on a pleasure trip to Panama 

M C. Helfrich and H. Fk. Weaver, president ind secre 
tary, respectively, of the Peerless Selling Co., Evans 
ile. Ind., are on an extended trip to the Pacitic Coast. 
combining business with pleasure. 

J. M. Reynolds, manager of the Imperial Co., Grove City, 
Pa., has just left on a two-months’ business trip to the 
Pacific Coast 

— 
AWARD CONTRACT FOR REBUILDING WARE- 
HOUSE. 
The Haynes-Thompson Co., Philadelphia, has let the 


contract for the rebuilding of their burned warehouse 
on Vine street, near 2Ist, at a cost of $7,000. A contract 
for repairs amounting to $2,000 was let about two weeks 
ago, 

—- 


A NEW VITREOUS-CHINA LAVATORY. 


The Trenton Potteries Co., Trenton, N. J., announce 
that they have recently received an order from the James 
Robertson Mfg. Co., of Baltimore, Md., for over 300 of 
their new vitreous-china lavatories with integral china 
spout and mixing chamber. These are to be installed in 
the new Emerson Hotel, which the owners intend to 
make the finest hostelry in Baltimore 

The features of this lavatory tend to make the fixture 
more beautiful, doing away with much _ nickel plated 














Vitreous-China 


A New Trenton Lavatory. 


brass fittings and making a lavatory easily cleaned. They 
have been proved durable and the special features thor- 
oughly tested. 

3esides the lavatories there are over 200 porcelain 
bathtubs, a large number of porcelain urinal-stalls, slop- 
sinks, and closets on the order. Baltimore is a growing 


city and we will watch the erection of the Emerson Ho- 
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tel with much interest, tor we know that the plumbing 
at least will be the best. The Trenton Potteries Co., 
which made these fixtures, will gladly send circulars re 
garding this specialty in lavatories to readers upon re 
quest, mentioning the Golden One. 
too 
OLD-ESTABLISHED CONCERN ISSUES UP-TO- 
DATE CATALOG. 


There are not many firms in the United States which 
are able to stamp the outside cover of their catalog 
“Founded in 1802.” This distinction belongs to the catalog 
of Wm. B. Scaife & Sons Co., Pittsburgh, Pa. This new 
trade publication illustrates and describes the range-boilers 
manufactured by this company, he other styles ot 


and the Tr 
tanks for air and liquid which it produces lhe range 





Coils. 


A Scaife Steel Storage-Tank with 


boilers vary.in capacity from 18 to 240 gal., and are manu 
factured tor working pressures of from 85 to 200 Ib 

The company also makes a specialty of coil-boilers. The 
coils are made of galvanized iron pipe, anl also of seamless 
drawn copper or brass tubing, of any desired length or 
diameter. The accompanying illustration, taken from this 
catalog, shows a steel storage-tank fitted with coils, partly 
in section, so as to indicate location of tank-setting, vet 
tical and horizontal. 

Among the other products of this company are hot 
water expansion tanks, anti-expansion tanks, fire-extin 
cuisher tanks, galvanized gasoline-tanks, pneumatic water 
supply tanks, open-top tanks, air-receivers, and steel ship 
ping barrels. Copy of the catalog, containing ilustrated 
description of all these products, can be obtained upon 
request from the company. 

. oro 


BETTER NOT BUY THESE FIXTURES! 


The Manhattan Branch Association of Master Plumbers 
of New York City, by President Barth F. Donohoe and 
Secretary Geo. H. Creasy, has issued a notice to the effect 


that four Peck’s Manhattan urinals have been stolen trom 
P. F. Kenny, 2219 Broadway, New York, from the build 
ing at 108 W. 43rd St., in which he is installing a plumb 
ing svstem. Should any member have these fixture: 


offered for sale he is requested to report the matter to 


the association at its headquarters, 155 FEF. 58th St., in th 
city. 
: re 
HAS ANYBODY HERE SEEN POWERS? 
Joseph W. Powers, piumber. Last known address 83% 
W. 48th Pl. Chicago. Conducted a plumbing business at 


St. Joseph, Mo.. previous to coming to (hicago [Last 
seen in Chicago about nine years ago. Supposed to have 
gone to Hollywood, Cal. Age 48; height 5 ft. 10 1n.; 
weight, 150 pounds: light complection and mustache; mem 
ber of Dexter Council No. 1020 Royal Arcanum Infor 


Silii 


mation concerning him will be gladly received by hi 
sister, Mrs. Mary McCarthy, 6543 Laflin St., Chicago 

. >> 
WOULD LIKE TQ RECEIVE PLUMBING CATA- 


LOGS. 

Michael Formaba, 4 Anderson St., Morristown, N. | 
is making arrangements to open a plumbing establishment 
in that city. HHe would like to receive catalogs fro: 
jobbers and manufacturers of plumbing supplies. 


ied 
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PIG-IRON QUIETER. 
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quarter delivery at prices now quoted for immediate ship 
vw | Furnace men hold to 
the belief that the worst period has passed and are point- 
ing to the increased activity in finished steel products as 
is reflected in the demand for wire, sheets and steel rails 
The advance of $1. per ton in wire products 1s not 


ment that thev would buy heavilv 


vithout effect Transactions during the week have been 
few, but all of these have been at concessions in _ price 
for those ruling around the first ot the year Quotation 
ire is follows 

No. 2 Southern foundry, Birmingham .$11.00 to $11.50 


No. 1 Northern toundry, New York 15.50 to 15.75 

No. 2X Northern foundry, New York .. 15.00to 15.25 

No. 2 plain, Northern foundry, New York. 14.50to 14.75 

No. 2 Northern foundry, Chicago 2. 15.50to 16.00 
++o 


OLD IRON. 
Numerous inquiries have been received during the last 
week for old iron and many consumers would be willing 
to take on a large quantity of scrap for future delivery 
provided they could obtain it at present day prices. Quo 
tations per gross ton in New York are as follows 
No, 1 yard wrought, long ) $11.00 to $11.50 
10.50 to 10.75 
10.50 to 10.75 
12.00 to 12.50 
10.50 to 11.00 
12.00 to 12.50 


No. 1 yard wrought, short 
lfeavy-melting steel scrap 
Machinery cast | 
Wrought pipes and tubes 
Malleable castings 


Wrought turnings . 600to 6.50 
Cast borings er 6.00 to 6.50 
Stove plate | 9.50to 10.00 


ioht IPT) 5.00 to 5.50 


->-s? 


LEAD. 
The lead market is very dull, prices being unchanged at 
4.35 cents St. Louis and 4.50 cents New York 
->-? 


SPELTER. 


1 1 } } : 

[he demand for spelter is smaii, Dut prices continue 
, ° + 

out change it ».40 cents st Lows and 5.55 New 


+e 

COPPER BUSINESS IMPROVING. 
The cut in the price of electrolytic copper to 12.37 
cents last week brought business. There is no doubt that 
50,000,000 pounds of copper were sold in a very few days 
Consumers have been awaiting for such a move on the 
part of producers for some time, and when the announce 
ment was made, lost no time in filling their requirements 
not only for immediate needs, but for future delivery 
Coupled with this good buying demand from domesti: 
consumers, the exports to Europe were large and business 
seems to be improving all around. As stated, the price of 
electrolytic is lower at 12.37% cents. but Lake is un- 
changed at 12.75 cents 

— a , 

VIOLENT FLUCTUATIONS IN TIN. 
An advance of one cent a pound within two days is 
coming to be almost a regular thing in the tin market 
As it is, prices are now two cents a pound higher than 











early in the week; tin selling at 43.25 cents compared 
vith 41.40 cents a week ago. The sharpness of this 
idvance was undoubtedly caused by consumers becoming 
panic stricken and rushing into the market all at once 
ind buying not only for immediate needs, but for future 

! Because the stocks in this country were 
small, prices advanced rapidly I xecitement 1s also run 
ing high in the London market 


, 


requirements 
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CHANGES IN PLUMBING CODE OF WASHINGC- 
TON, D. C. 


The master plumbers of the District of Columbia have 
received notice from the inspector of plumbing ot changes 
in the plumbing code which were effective February Ist 
(‘onnections oi a house-sewer with the public-sewer, when 
the house-sewer 1s 66 ins. or less, must be made with a 
new fitting known as a “Thimble Y branch,” designed 
by the Washington sewer division and manutactured espe 
‘ally for Washington at present. Other items regarding 
sewer connections are included in the changes. Other 
changes of interest include the omission ot the boxing 
if an outside soil-stack in remodeling work, but not where 
the installation is a new bath-room; the removal of the 
restrictions on the installation of vitreous china water- 
closet tanks; the necessity of placing water-closets inside 
of stores; and an additional section has been inserted re- 
quiring that all garages shall have a special oil and gaso- 
line intercepting-tank., 

The new section regarding the installation of a special 
il and gasoline intercepting-tank in all garages is ot ex- 
ceptional interest and we publish the same herewith: 

‘Everv garage or other structure for the housing, sale 
or repair of automobiles shall be provided with proper 
means for draining the floors and repair-pits, in such a 
manner that no drainage therefrom shall flow over any 
street, alley or paved approach. Such floor and pit-drains 
shall be provided with a special connection separate from 
other waste or soil connections, and shall discharge into 
a garage-trap which shall be located outside of the build- 
ing and connected with the house-sewer between the 
building-walls and the public-sewer. This trap shall be 
so arranged as to intercept all oil, gasoline or other in- 
flaminable fluids, as well as sand, silt and other solids, 
for the purpose of excluding same from the sewerage sys 
tem; it shall be watertight, of substantial masonry con- 
struction, so located as to be easily accessible for clean- 
ing and inspection, shall be provided with a_ standard 
sewer department cast-iron manhole frame and cover and 
shall be of design approved by the superintendent of sew- 
ers, having a depth of not less than two teet below the 
grade of the drain-pipe, and a net capacity of six cubic 
feet where the storage capacity of the building does not 
exceed three automobiles; where the storage capacity ex 
ceeds three automobiles, one cubic foot in net capacity 
shall be added for each additional automobile. Such traps 
shall have the accumulated oils and other inflammable 
fuids pumped or otherwise removed theretrom at regular 
intervals, and shall be so maintained as to insure the ex- 
clusion of the same from the sewerage system. They 
shall also be kept free of sand, silt and other solids, and 
will be subject to the periodic inspection of the superin- 
tendent of sewers.” 


a 
James Knox Taylor, Supervising Architect, Treasury 


Department, Washington, D. C., announces that the time 
for submitting bids for the construction, including plumb- 
ing, gas-piping, heating and electric wiring, of the U. S. 
postoffice and court house at Roswell, New Mex., has been 
extended from Feb. 2 until 3 p. m., Feb. 23, 1911. 
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NEW ENGLAND NEWS. 
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the contract for 
being erected 


fred T. Buxton, of Nashua, N. H., has 
the piping of the new power-plant which is 


at Nashua for the White Mountain Ice Cream Freeze 
Co. Mr. Buxton also has the contract for heating and 
plumbing the Hotel Bellevue at Mt. Vernon, N. H.. and 
tor imstalling a Lunt-Moss water system in connectio 
with the hotel. 

The plumbing establishment of E. A. Blanchard & C 


damaged by a fire which 
section of the town a 


at Old Town, Me., was seriously 
threatened the entire business 
short time ago. 

Among the guests at the recent banquet of the Provi 
dence, R. I., Master Plumbers’ Association were National 
President A. Selden Walker and National Secretary Sam 


uel F. Wilson, both of Orange, N. J. Both addressed thi 
gathering. 
Henry A. Nelson, a well-known plumber of Milford, 


Mass., has annourced himself a candidate for sewer-com 
missioner of the town. 

Michael H. Hayes of Lee, Mass., has the contract f: 
installing a plumbing and heating system in the ne 
parsonage which 1s being erected at Lenoxdale, Mass. 

J. H. Cogan & Co., plumbers, of Augusta, Me., report an 
exceedingly busy season. They have a large contract at 
the Bangor custom-house and postoffice in hand, are in- 
stalling a hot-water plant and 30 radiators at the Hart- 
ford House, have the contract for steam-heating the Fuller 
and Holway block and heating, plumbing and metal-ceil- 
ing work for the hospital at the Soldiers’ Home at 
Me 

Knight Bros 


iT 


T 


i \ 


\ 
y 


T 
r cy | 
ILLS, 


Co., of Westbrook, Me., have the contract 


for installing a steam-heating plant in the armory of the 
12th Co., Coast Artillery Corps, at that place. 
George Wigglesworth, of Naugatuck, Conn., has sev- 


eral good plumbing contracts in hand. He has the con- 
tract for plumbing a house for Miss Healey, a new house 


on High street for John Lounsbury, and the plumbing 
and heating of a garage for Oscar Warner. 
Col. Lemuel Pope, of North Adams, Mass., a state 


building inspector, has ordered the city of Pittsfield to 
take some action in the matter of securing proper venti 
lation in four schools in that city 

Hugh J. Flannagan has retired 
Fall 


30 years the 
The business and 


‘rr 
Bid 


after 
River. Mass. 


plumbing business in 
good-will have been transferred to his brother, Bernard 
J. Flannagan, who will continue at the old stand at 480 


Division St., Fall River 

Among the new Maine corporations is the Jose Heating 
C organized Portland the purpose of maintain- 
ing a steam-heating and power-plant in that city, with a 
capital stock of $10,000. The officers are: John C. Small, 
president, and Richard Webbs, treasurer 

F. W. Engert & Son, of Waterbury, Conn., have the 
contract for the plumbing in Mrs. Guiseppe Rossi's new 
house on Bishop street in that city. They also have the 
contracts for plumbing Thomas Donahue’s new house on 
the corner of Walnut and Webb streets and a new house 
on South Wilson street for Nole Brothers. 

J. Devine & Sons have the contract for the plumbin~ in 
Peter Coughlan’s new three-family house on [Lounsbury 
street, Waterbury, Conn. 


O.. af fa r 


a 


John Maxwell, plumber, of Poultney, Vt., has been 
awarded a $2.000 contract in the town of Granville. on 


which he is to begin work at once. 

Harry Thombs has just completed the remodeling of 
his plumbing establishment at Castine, Me. 

Plumber I. M. Hubbard, of Greenwich, Conn., has the 
contract for the plumbing and hot-water heating in the 
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new house which Jacob Rippel 1s building Ridge street 
in that town 

Carlson & Benson, Bridgeport, Conn., have the cor 
tract for plumbing and heating a new house which ts t 
be erected on Popular street Che house will be arrange 
for two six-room flats, provided with all modern c 
veniences and heated bv hot air 

Wellesley College, Wellesley, Mass., has petitioned the 
state legislature for permission to increase its holdings 
from $5.000.000 to $10.000.000, the additi nt tr 
used for the purpose of building two new dormitor 
making extensive additions to the present admunistratio! 
building and installing an entirely new heatin d wate 
plant sufthcient to pply all the building nm the 
ampus 

The new law regarding plumbing specti athe 
ippointment of inspectors, which the journey plun 
rs of Connecticut are seeking to h e p ssed by he |e 
islature, has been considered by the state b he 
and is likely to be approved by the: The plumbers ar 
ilso seeking the approval of local b ds of health t F| 
out the state 

The question of securing a law providing rt Ice 
ng and registration of plumbers to take the place lhe 
personal bonding system now in force 1s being strongly 
irged in Providence, R. I. It 1s claimed by the Provi 
plumbers that the system works a hardship the 
that a plumber from any other town in thi tate 
mto Providence and do work without any r{ 
pense than paying for desk-room, while they are bere 
to furnish a b®nd for $3,000 to protect the t \ 
iny suit The matter is being agitated just \ ‘ 
f the fact that a bonding company with which the plum 

have done much of their business 1s said to b 
sidering an increase of 50 per cent in rates 

Plumbing Inspector Lawrence E. Millea, Sale 
\Viass., made 1,766 inspections during the year 1910 
cording to his annual report just made publi He re 
ports that 780 closets, 408 set-bowls, 531 sinks, 365 bath 
tubs, and 281 sets of wash-trays were installed. and 466 
houses connected with the sewer. Work has been done 1: 
156 new houses and 456 old houses. Four hundred 
seventy water tests were made bv his department 

++o 
NEW YORK NEWS. 

During December, 1910, 34,129 gas meters were 
spected and tested in New York City. Of thi bi 
26,578 were adjusted, repaired or removed 

December exports from the port of New York of p 
ne tools, supplies, etc., were as follow x Belgiut 
6 packages, amounting to $1,133 in value. To Chih, 6, $1,01 
Cuba, 1, $1,077. England, 80, $10,337. Krance, 11, $3,29 
Germany, 297, $9,677. Indiana, 80, $3,048. Italy, 10, $1,039 
lapan, 25, $1,315 Mexico. 93°. $27.159 Philipps 
$3,307 

The Brock Wrench Manutacturi Ce IS Dh 
New York City, is marketing a ne pipe-wri | '. 
reason of its new ind exclusive teature i halt lin I 
ment—it is said that plumbers and steam-fitt | 
practically all their work with th le wrencl 
made in six sizes, for ™%-in. to 14-117. pipe 

The Washineten Heights Plumbing Co | 
ted January 20th. It 1s capitalized at $5,000, | Fuge 
Gluckner, 1630 Amsterdam Ave., and associat re in 
porators. They will do a general plumbing and stea 

tting business. 

\lbany, N. Y., master plumbers are preparing 
annual dinner and reception, ich ll be held Februar 
9th, at the Hotel Ten- Eycl fk. EK. Fladd, president 
the state association, will be the gue ot honor r; 

I Schimpf is the efficient hairman rt the On { 
of arrangements 

The Master Plumbers’ Association of New York Stat: 
will hold its 23rd annual convention at Rochestet! Viarc] 
jth and 8th, and an interesting and instructive progran 
is being prepared. President Fladd says the t yea 
has been a good one and a large attendance 1s lent! 
looked for at the Rochester convention. Quite a deleg 
tion of Manhattan and Brooklyn plumbers ill atten: 
and they will probably charter a special car for the put 


pose 
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PHILADELPHIA NEWS. 

Fire in the building at 518 Arch St., caused a loss of 
$7,000 January 2l1st The C. J. Raineer Co., plumb- 
ers’ supplies, which occupies the first floor, sustained a 
slight loss from water. 

At a meeting of the Builders’ Exchange January 24th, 
the following directors were elected to serve three years: 
| S. Smith, James Johnston, Joseph E. Brown, J. Byrne, 
\. G. Buringer, C. I. Leiper and Francis S. Gratz. Joseph 
\I. Steele and Edwin De H. Steel were elected directors 
to fill the unexpired terms of John S. Stewart and Henry 
Reeves deceased. Officers will be elected at the February 
meeting, 

Representative Daniel J. Shern, of Philadelphia, has in- 
troduced a bill in the Pennsylvania Legislature nrohibit- 
ing the sale or use of slot gas-meters. A similar meas- 
ure 18s to be introduced in the New Jersey Assembly. As 
the result of thieves breaking open the meters to secure 
money, gas has escaped and caused many deaths from 
asphyxiation, and this is the reason there is a public de- 
mand for abolishing the use of such meters. Three people 
in Philadelphia the past month met death as a result of 
asphyxiation \ thief robbed the meter; broke the pipe 
onnections and the house was filled with deadly gas. 

Pennsylvania companies engaged in making and _ fur- 
nishing illuminating gas are, as a rule, favorable to the 
abolishment of slot gas-meters. The companies, through 
theits oft money deposited by consumers in the meters, 
have lost thousands of dollars. The companies have tried 

hold householders responsible for money stolen from 
the meters, but it 1s held that householders are not re- 
sponsible for money belonging to gas companies—when 
the latter risk tt by leaving it in meters. 

Representative Dallas, of Mercer county, has introduced 
a bill in the Pennsylvania Legislature providing for state 


Inspection of steam boilers and engines, and licensing 
of engineers by state inspector. 
+-->— 


KEYSTONE STATE JOTTINGS. 


West Chester (Pa.) Council has appealed to the courts 
from the order of Dr. S. G. Dixon, State Board of Health, 
ordering the Borough not to construct a sewer and dis- 
posal plant according to plans filed. Dr. Dixon wants 
plans advocated by his department used. 

(harles Kreps, Fort Washington, Montgomery county, 
has good contracts on hand for the plumbing of a num- 
ber of fine suburban dwellings being erected in his vicin- 
ity. Mr. Kreps has a good-sized office and shop. 

The new 4,500,000-gallon water basin of the Pottstown 
(Pa.) Water Co. has successtully withstood a_ severe 
test and will LO into service soon. 

Representative Kern, of Montgomery County, intro- 
duced a bill in the House of the Pennsylvania Legislature 
lanuary 26th, permitting two boroughs to unite in the 
construction or acquisition of water or lighting plants. 

J. D. Corbit, Plumbing Inspector of Reading, in his 
annual report says there are forty licensed plumbers 1n 
that city. Of seven applying for registry the past year, 
tour plumbers were granted licenses. While there seems 
to be plenty of work at Reading and vicinity, the profits 
ire small and sometimes unsatisfactory. This is due to 
competitive bidding 

A local association of master steam-fitters has been 
organized at Harrisburg. The officers are: President, 
William Jennings; vice-president C. Fisher; treasurer, 
\Varren Bossler: secretary, H. B. Low. For awhile, at 
least, regular meetings will be held at the plant of the 
llarrisburg Steam, Heat & Power Co. The new local 
will affiliate with the National association, it is stated. 

Jannsen & Abbott, architects, Pittsburgh, have com- 
pleted plans for a three-story brick hotel to be built in 
Irwin, just east of Pittsburgh, by H. L. Traister, of 
Irwin. Plumbing and heating contracts will be let at an 
early date. 

Bids are being taken upon the construction of a $150,000 
hotel at Erie, Pa., by Architect F. H. Kindl, with offices 
in the Blakewell Law Bldg., Pittsburgh. 

Another hotel is to be built at Altoona, Pa., plans being 
prepared bv Haiman Craine, of the Central Trust Bldg., 
Altoona. The general contract has been awarded J. K. 
qsenberg, of Altoona. The hotel will be three stories in 
height. 
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NEW JERSEY JOTTINGS. 





An injunction has been asked for to restrain the Coll- 
ingswood Sewerage Co. from operating its disposal plant 
on the ground that it is a nuisance and a danger to public 
health. 

The vacuum plan is being applied to wash clothing by 
the George W. Stevenson Sons’ Co., a new concern at 
Camden. They are making a laundering machine which 
has a sort of “squasher,” tapering to an open shield 
end. The squasher, made to go up and down by a rota- 
ting apparatus, is assumed to knock the dirt out of cloth- 
ing in the laundry tub, being assisted by water and soap. 
The company named is manufacturing a large number of 
the machines. 

George Campbell, ship plumber, is dead of consumption, 
at his home at Camden. He was 34 years of age. 

Dr. H. H. Davis, medical inspector of the Board of 
Education of Camden, has ordered that “bubblers” be 
placed on all public school drinking spigots in that city, 
thus displacing common drinking cups. The “bubblers’” 
consist of a detacheable nipe, about a foot long, extend- 
ing from the spigot. A flowing stream of water permits 
school children to drink from the pipe. 

Assemblyman Ford has introduced a bill in the New 
Jersey Legislature providing for the licensing and ex- 
amination of firemen of stationary steam boilers. 

J. Fullmer, of the A. J. Fullmer Co., plumbing 
supplies, Camden, was among the directors of the Cen- 
tral Trust Co. entertained at dinner January 24th by W. 
L. Hurley, a prominent business man, at his handsome 
West Collingswood residence. 

George Blaker is installing the heating system in a 
new three-story business and dwelling block at Third and 
Spruce streets, Camden. 

William G. Snow, chief engineer of the Warren Webs 
ter & Co., Camden, N. J., has had many requests for a 
printed copy of his recent address upon factory heating, 
ventilation, etc. The company is about to mail to the 
trade its new catalogue on the Webster air-washers, 1. e., 
purification of the air, a system Mr. Snow also 1s inter- 
ested in. 

———— 


MILWAUKEE AND WISCONSIN NEWS. 





Indications are that Milwaukee will soon have its sew 
age problem solved. The Menomonee sewage commis- 
sion, appointed some months ago, has arrived in Mil- 
waukee and will work steadily upon the solution of the 
problem of a more satisfactory disposal of the city’s 
sewage until the task is completed. The commission is 
made up of such well known authorities as H. P. Eddy, 
G. E. Alvord and G. C. Whipple. Mr. Whipple says sug- 
gestions will be made providing for the efficient sewage- 
disposal in Milwaukee until 1950. He pronounced it a 
large and comprehensive undertaking, yet, he believes the 
commission has the situation at such command that a 
satisfactory solution can be offered. Mr. Eddy pronounced 
Milwaukee a beautiful city in many respects, but that its 
sewage-disposal system is far from satisfactory at the 
present time. 

A new plumbing, heating and wiring business has been 
organized at Plymouth, Wis., by Charles and Henry 
Rohde, who have been in the employ of the J. H. Timm 
Co. for several years. 

William Upthegrove, well known plumber and steam- 
fitter of Ashland, Wis., has completed the work of equip- 
ping a new separate heating plant for the various buildings 
of Northland College at Ashland. 

The plumbing shop of Honold Brothers at Sheboygan, 
Wis., had a narrow escape from destruction and several 
workmen in the place barely escaped injury recently 
when an explosion within an acetylene gas generator blew 
off the top of the generator. Both carbide and gas within 
the generator had run low and this lightened the force of 
the explosion. 

John B. Heim, Madison, Wis., has just received patents 
on service and valve boxes for water and gas and is now 
making plans for engaging extensively in their manu- 
facture either at Madison or Milwaukee. The device per- 
fected by Mr. Heim relates to improvements in service 
boxes as applied to mains for the distribution and control 
of water and gas, and contemplates especially improved 
means for securing the top or cover to such boxes. 
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February 6, 7 and 8, 1911.—The sixth annual meeting ot! 
the American Society of Inspectors of Plumbing and San- 
itary Engineers, at Milwaukee, Wis. The officers of the 
society are: President, W. G. Williamson, Detroit, Mich.; 
first vice-president, Edw. F. Kane, Wilmington, Del.; 
second vice-president, €. I. Putts, Jr., Baltimore, Md.; 
secretary and treasurer, Thos. J. Claffy, 215 Madison St., 
Chicago. 

February 8, 9 and 10, 1911.—Annual convention of the 
Nebraska State Association of Master Plumbers, at 
Omaha, Neb., with headquarters at the Rome Hotel. F-. 
C. Phillips, Lincoln, Neb., is president of this association, 
and J, B. Coningham, Omaha, Neb., is secretary. 

February 14 and 15, 1911.—Annual meeting of the Ohio 
State Association of Master Plumbers, at Cleveland, O 
The convention will be held in the Pythian Temple, and 
hotel headquarters will be established at the Gilsey House. 
The officers of the association are: President, R. H 
Desormoux. 27 S. Fountain Ave., Springfield, ©.; secre- 
retary-treasurer, Eb. Ellen, 4714 Central Ave., S. E., Cleve 
land, ©. 

February 14, 1911.—Annual convention of the Muissourt 
State Association of Master Plumbers, in Kansas City, 
Mo. The headquarters of the convention has not yet been 
decided upon. The officers of the association are: Presi- 
dent, Arthur McKinley, Kansas City, Mo.; first vice-presi- 
dent, R. P. Davidson, St. Joseph, Mo.; second vice-prest 
dent, Edw. C. C. Reisel, St. Louis; treasurer, Jas. P. Car 
rol, St. Louis; secretary, Thos. P. Watts, Kansas City, 
Mo.: board of directors: Wm. Ryffel, St. Louis; [. N 
McNeil, Sedalia, Mo.; FE. C. Buchtel, Springfeld, Mo.; 
Wm. Wormholz, Kansas City, Mo. 


March 7 and 8, 1911.—The 23rd annual meeting of the 
New York State Association of Master Plumbers, at 
Rochester, N. Y. The sessions will be held at Powers 


Hotel, which will also be the headquarters of the con- 
vention. The officers of the association are: President, 
Frederick E. Fladd, Rochester; vice-president, John H 
Moran, Albany; financial and recording secretary, Louis 
J. Yauchzi, 773 Lake Ave., Rochester, N. Y.; treasurer, 
Chas. A. Campbell, Watertown, N. Y.; national state vice- 
president, B. Joseph O’Donnell, Syracuse, N. Y. 

March 14 and 15, 1911.—The annual convention of the 
Kansas State Association of Master Plumbers, at Wichita, 
Kans. The president of the association is C. A. Baker, 
Wichita, Kans., and its secretary is FE. D. Draper, 644 
State St., Kansas City, Kans. 

April 5 and 6, 1911.—The 19th annual meeting of the 
Michigan Asscciation of Master Plumbers, at Muskegon, 
Mich., with headquarters at the Occidental Hotel. The 
officers of the association are: President, W. J. Dowsett, 
Jackson; vice-president, Thomas J. Shields, Lansing; 
secretary and treasurer, W. A. Decker, Grand Rapids, 
Mich. 

June 5, 6, 7 and 8, 1911.—The 23rd annual convention of 
the National Association of Master Steam and Hot-Water 
Fitters. Place of meeting not yet decided upon, but it will 
probably be in Chicago. The officers of the association 
are: President, Charles A. Geoghegan, New York City: 
vice-president, Edward B. Denny, Newark, N. J.; treasurer, 
Juan A. Almirall, New York City; secretary, Henry B. 
Gombers, 260 West Broadway, New York City. 

June 6, 7 and 8, 1911.—Third annual meeting of the Na- 
tional District Heating Association, at Pittsburgh, Pa., 
headquarters Fort Pitt Hotel. The officers of the associa- 
tion are: President, Geo. W. Wright, Baltimore, Md.: first 
vice-president, A. D. Spencer, Detroit, Mich.; second vice- 
president. W. J. Grambs, Seattle, Wash.; third vice-presi- 
dent, Warren Partridge, Springfield, Ill.; secretary-treas- 
urer, D. L. Gaskill. Greenville, O. 





It is reported that arrangements have been made for 
the holding of the 29th annual convention of the National 
Association of Master Plumbers on June 13, 14 and 15, 
1911, at Galveston, Tex., with headquarters at the Pied- 
mond Hotel. 
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SEMI-ANNUAL MEETING OF MASSACHUSETTS 
PLUMBING INSPECTORS. 


The semi-annual meeting of the Massachusetts Asso 
ciation of Plumbing Inspectors was held at the rooms ot 
the Boston City Club, Boston, on January 25th. ‘The 
ineeting opened with a luncheon, followed by a_ short 
business session and a social hour Among the guests 
were Mayor John F. Fitzgerald of Boston, Senator Lev: 
H. Greenwood ot Hardner, Senator James H. Doyle of 
Boston, former Senator J. H. Crosby of Arlington, former 
Representative Thomas P. Riley of Malden and Reuben 
\. Bemis, inspector of plumbing at Providence, R. I. 

The meeting considered three bills that have been pre 
sented to the legislature, looking to the amendment of 
the law passed in 1909 regulating the examination and 
licensing of plumbers, and went on record as vigorously 
opposed to the bills. Thomas M. Wilson, of Boston, 
chairman of the legislative committee of the association. 
made the report on the bills and said in part: 

“The state board of examiners of plumbers, provided 
tor by the act passed in 1909, was appointed by the state 
board of health. That board saw fit to name as the prin 
cipal member of the trio, the clerk of the board of ex 
aminers, one who was a leader of the opposition to the 
bill when it was before the legislature, Edward C. Kelley 
of Boston. He never yet saw his way clear to enforce 
the law as it was passed and these bills now before the 
legislature are with the idea of nullifying the law in view 
This association thinks the law is all right as it stands and 
will oppose any change. The proposed amendments are 
aimed at providing more revenue and are so framed as to 
put a cloud of unconstitutionality on the law. They pro- 
vide that people engaged in the plumbing-business prior 
to the passage of the law will be compelled to renew their 
licenses annually, thus violating their constitutional rights 
of freedom to engage in business.. We are opposed to that 
and we cannot see why the examiners need additional 
revenue.” 

The bills which the association voted to oppose provide 
as follows: 

House bill 172: For striking out the provision in the 
present law tor a $2 fee for master plumbers and a 50 
cent tee tor journeymen plumbers and substituting the fol- 
lowing: “such sums as may from time to time be fixed 
by the state board of examiners of plumbers.” 

House bill 173: That all plumbers must annually renew 
their licenses. (This, the inspectors say, will legislate a 
man out of business if he neglects to renew his license or 
it the examiners see fit to refuse to renew it.) 

House bill 174: For licensing without examination those 
engaged in the business of plumbing continuously since 
July 10, 1893, when vouched for by the local board oft 
health of any town or city. 

After considering the. legislative matters the associa 
tion discussed the question of extending its scope to in 
clude town and city plumbing inspectors from all parts 
of New England rather than from Massachusetts alone 
The executive committee was authorized to act for the 
association to bring about the new England organization 


Secretary Edward C. Kelley of the state board of plumb 
ing examiners, who was criticised by Thomas M. Wilson 
at the meeting of the Massachusetts Association of 
Plumbing Inspectors, was interviewed by a representative 
of a Boston paper, and his reply to the criticism as pub 
lished in that paper follows: 


“In the course of our duties we ran across these things 


and reported them to the state board of health That 
board has seen fit to put the recommendations in the 
form of bills and recommend their passage. The pro 


vision permitting men to register without examination is 
intended to help out some plumbers in sparsely settled 
districts where there have been no regulations under 
which they were obliged to register. We believe they are 
as much entitled to registration without examination as 
were those of us who got our certificates in that way 
in time past. If the fees are raised as provided for in 
one of the bills they will he regulated bw the state board 
of health. If Mr. Wilson is right and we are wrong, 
the legislature will probably show us up when the bills 
come up for consideration.” 
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NEW PLUMBING ORDINANCE FOR COLUMBUS, 
OHIO. 


[he city council of Columbus, O., has passed an ordi- 
nance, repealing a former one, which contains many 
conditions relating to the plumbing trade, and which is 
more drastic than the measure which had been in effect 
The new orglinance, which will become effective within 
a few days, did pot pass without a contest in ccouncil. 
lt was referred to several committees, and finally was 
presented in an amended form and passed. 

The most salient feature of the new measure is that 
which provides for a Board of Examiners, this board 
to consist of two master plumbers and one journeyman, 
together with the building inspector and health officer, 
making the board one of five members 

The new ordinance in detail follows: 

“Section 1. No person shall hereafter follow, engage 
in or work at the trade or occupation of plumbing in the 
city, either as master plumber or journeyman plumber, 
until he shall have first procured a license therefor in ac 
cordance with the provisions of this ordinance. 

“Sec. 2 \ny person desiring to follow, engage in or 
work at the trade or occupation of plumbing in the city, 
either as master plumber or journeyman plumber, shall 
make application to the board of examiners, hereinafte 
provided tor, and shall, at such time and place as such 
board may designate, undergo such examination as the 
hoard of examiners may direct, as to his qualitications 
and competency to do such work. 

"wee. 2 Phere 1: hereby created a board of examiners 
of plumbers, consisting of the health officer, the inspector 
of buildings and three other members, two of whom shal! 
be master plumbers, and one a journeyman plumber. The 


health ofticer and inspector of buildings, the latter ot 
whom shall be the secretary of the board, shall be mem- 
bers ex-ofticio of such examining board and serve with 


out compensation. The other members shall be appoint 
ed by the mayor within 30 days after the taking effect 
of this ordinance, and it shall be the duty of the mayor, 
on or betore the first day of January, 1911, and on or 
hefore the first day of January of each succeeding year, 
to appoint said three members, and after January 1, 1911, 
the terms of said members so appointed shall be one 
year; provided, however, that the mayor may remove any 
of the three appointed members for inefficiency, neglect 
of duty, malfeasance or misconduct in office, before the 
expiration of the veat Said appointed members shall 
severally be paid the sum of $5.00 for each day or part 
thereof spent in the performance of the duties of such 
office, but such compensation shall never exceed the 
sum of $25.00 for any month for any of said appointed 
members 
“Sec. 4. It shall be the duty of the secretary, provided 
for in section 3, to preserve and keep all records, books 
and papers which are required by ordinance or by the 
hoard to be kept by or tiled with said board, and perform 
such other duties as may be required by the board 
“Sec. 5. Said board of examiners shall, within 30 
days after the appointment of said members, meet and 
organize by the selection of a chairman, and they shal 
designate the time and place for the examination of all 
applicants for license \ majority of the members shall 
constitute a quorum for the transaction ot business, and 
it shall require the concurrence of a majority of all 
members to grant or revoke any license. Said board 
shall examine applicants for a master plumber’s license 
as to their practical and theoretical knowledge of plumb 
ing, house drainage and ventilation ,and also as to their 
abilty to lay out plumbing work \ll applicants for a 
journeyman plumber’s license shall be, by such board, 
examined as to their practical knowledge of and mechan 
ical competency in the performance of plumbing work 
\ll applicants, whether for a master’s or journeyman ’'s 
license, shall be examined as to their knowledge of the 
ordinances of the city regulating such work. Such ex 
amination may be made in whole or in part in writing. If 
satisfied of the competency of the applicant, from such 
examination, the board shall so certify, and whether as 
master plumber or journeyman plumber, to the city au 
ditor. And he shall, upon the payment by the applicant 
into the city treasury of the fee hereinafter prescribed, 
issue to such applicant a license in accordance with such 
certificate, authorizing him to follow, engage in or work 
at the trade or occupation of plumbing in the city in the 
capacity specified in such license. .Any applicant who 
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fails to pass the examination shall be ineligible to re- 
examination tor a period ot three months. 

“The fee for the license as master plumber shall be 
$25.00, and for the license as journeyman plumber shall be 
$5.00. Such lbcense shall expire on the 31st day of De- 
cember in each year. Provided, that for any license 1s- 
sued on or after the first day of July in any year, one-hali 
the above rates shall be charged. A license as master 
piumber shall be renewed annually, upon payment of a 
tee of $25.00 for each renewal, and a license as journey- 
man plumber shall be renewed annually on the payment 
of a fee of $5.00 for each renewal. 

“Sec. 6. A master plumber desiring to engage in or 
perform any of the work comprehended in section 1 ot 
this ordinance shall make application in writing to the 
board of examiners in the city of Columbus, on a printed 
form to be furnished by said board. The applicants shall 
furnish, after they have successfully passed the examina- 
tion hereinabove provided for, and before the issuance 
of the license herein provided for, a bond to the approval 
of said board in the penal sum of $500.00, condition to 
reimburse said city of Columbus for all actual damages 
caused by any act or omission of said plumber, to any 
property which the city may own or for which it may be 
responsible, and to hold said city of Columbus free and 
harmless from all claims for damages on account of 
the plumber, and from all cost and expense growing out 
of the defense of such claims. Said bond 1s to be in force 
from the date of its acceptance and the issuance of li- 
cense by said board, to the end of the year covered by 
said license, and must be renewed annually on the re- 
issuance of the license. 

“Sec. 7. Any license provided for in this ordinance may 
at any time be revoked for incompetency, fraudulent use 
thereof or violation of the law of the state of Ohio, or 
the ordinances of the city of Columbus, relative to build- 
ing and plumbing, after a full and fair hearing by the 
examining board. After revocation for any of the causes 
aforesaid, no license shall be issued to such party until 
at least six months shall have elapsed. In all cases of 
revocation an examination shall be had as in the case of 
original application. In any case of such reissuance of 
license the same fees shall be required as specified in 
Section 5 of this ordinance for original licenses. 

“Sec. 8. All money derived from the licensing of ap- 
plicants shall go to the credit of the general fund. 

“Sec. 9. Any person violating any provision of this 

ordinance shall be deemed guilty of a misdemeanor, and 
upon conviction thereof shall be fined not less than $5.00 
nor more than $100.00. 
“Sec. 10. Ordinance No. 23482, passed September 16, 
1907, together with all ordinances or parts of ordinances 
cenflicting with this ordinance, shall be and the same are 
hereby repealed 

“Sec. 11. This ordinance shall take effect and be in 
force from and after the earliest period allowed by law. 

“Passed December 8, 1910.” 
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Rather Old, Perhaps, But Good. 


There are women who are witty; 
There are women who are gritty; 
[here are women who are worth their weight in gold. 
There are women who are truthful, 
There are women who are youthful— 
Was ever there a woman really old? 
There are women who are haughty, 
There are women who are naughty; 
There are women bright and sweet as flowers in June 
There are women who are mated— 
There are those who hesitated, 
\nd their lives are altogether out of tune. 
There are women tall and slender, 
There are women short and tender— 
There are women who are always raising Ned. 
There are women who are thrifty, 
There are women who are “nifty”; 
There are women who are silent—but they’re dead! 
—New York Times. 
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Thos. Meehan, of the Stuttgart Plumbing Co. Stuttgart, 
Ark., has been awarded the contract for the plumbing in 
the building being erected on the corner of Fourth and 
Main streets by Pettit, Nicholson & Ellis. 
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MASTER PLUMBERS OF NEWPORT, R. I., FORM 
ASSOCIATION. 





The master plumbers of Newport, R. I., who have not 
been organized for a number of years, are forming a new 
association. Nine master plumbers of that city met 
recently and were addressed by National President A 
Selden Walker and N: ational Secretary Samuel F. Wilson. 
They voted to organize the Newport Master Plumbers’ 
Association, Maurice J. Butler being elected as temporary 
president and Edward W. Openshaw as temporary secre- 
tary. Another meeting is to be held shortly at which 
further steps will be taken. Following the meeting with 
the national officers, the latter were entertained at dinner 
by the local plumbers. 
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SPRINGFIELD, MASS., MASTER PLUMBERS DIS- 
CUSS NEW REGULATIONS. 





The Springfield, Mass., Association of Master Plumb 
ers held a largely attended meeting in the board of trade 
rooms in that city a few days ago, at which the new plumb 
ing regulations were discussed at considerable length. 
3uilding-Commissioner Fred W. Lumis and Plumbing- 
Inspectors Frank W. Tower and Ernest G. Bates were 
guests and all were given an opportunity to ask them such 
questions as they desired. The meeting proved of value 
to the plumbers, as many puzzling points in regard to the 
new regulations were cleared up and a better understand- 
ing secured. 

—_—_____»--@—_ 


CONNECTICUT PLUMBER BECOMES GOVERN- 
MENT INSPECTOR IN BRAZIL. 





Walter Latimer, of Danbury, Conn., sailed from New 
York on January 31st en route for Brazil, where he is to 
enter the employment of the Brazilian government as 
an inspector of plumbing in the government buildings. 
Mr. Latimer’s work will necessitate considerable traveling. 
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but he will have his headquarters at Pernambuco, wehere 
his family, who accompany him on the trip, will make 
their home. Mr. Latimer was for three years in the 
employ of the United State Government at Panama, where 
he had charge of the plumbing in the government build 
ings, and later spent two years in Cuba on a private en 
terprise. He is president of the plumbers’ union of Dan- 
bury, and has recently been employed by William H 
Tavlor 
~~» 


BILL FOR EXAMINING BOARD INTRODUCED IN 
CONNECTICUT LEGISLATURE. 





State Senator Shanley of New Haven, Conn., has in 
troduced a bill in the legislature of that state providing 
for a board of examiners of plumbers in all cities where 
there is a population exceeding 10,000. The proposed 
board is to consist of one master plumber, one journeyman 
and one member of the board of health to be appointed by 
the mayor. Under its provisions every plumber doing 
business in that city shall be obliged to be registered 
and to pay a small fee. The bill has the backing of 
masters’ and journeymens’ associations throughout the 
state and its passage will be strongly urged 

——— 


AKRON, O., TO HAVE PUBLIC-COMFORT STA- 
TION. 


Director of Public Service Gauther, of Akron, O., an 
nounces that steps will be taken at once tor the building 
of at least one public-comfort station in that city. The 
city council has appropriated $5,000 for the station and 
plans have been prepared. As soon as a site 1s decided on 
work will start, according to Mr. Gauther. Don A. Good- 
win, manager of the Buchtel hotel said: “It 1s an outrage 
that a city of 70,000 inhabitants has no public-comfort 
stations and for 10 years | have allowed the public to 
use the toilet rooms at my hotel. It has become a 
nuisance and [I have decided to put a stop to it as it 
cost me a lot of money.” 
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PLANTS 

Detroit, Mich. 
West Newton, Pa. 
Edwardsville, Ill. 
Paola, Kan. 


Geneva. N. Y. 
Dunkirk, N. Y. 
Corry, Pa. 





The RIGHT Price 


Cheap Goods at Cheap Prices Mean Failure 


Fair Goods at Exorbitant Prices Are Ruinous 


The RIGHT Goods at the RIGHT Prices Bring Success 


Our prices meet our goods on the same level. 
They are figured RIGHT so as to place our customer RIGHT with his competitor. 
are figured RIGHT so as to permit us to put into our goods the RIGHT material and the 


RIGHT thought to make good our claim that 


“IF IT’S OURS—IT’S RIGHT” 


Have You Our Attractive Hanger? If Not, Write Us 


UNITED STATES [FADIATOR (ORPORATION 


GENERAL OFFICES: 
DUNKIRK, NEW YORK 


OUR PLEDGE 
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RIGHT GOODS 


AT THE 


RIGHT PRICE 


AT THE 


RIGHT TIME 

















As the goods are RIGHT so are the prices. 
They 


BRANCHES 


Restes Pittsburg Chicago 
New York Detroit Minneapolis 

Philadelphia $t. Louis Kansas City 

Washington Omaha Baltimore 

















Kindly quote “Domestic Engineering” in writing advertisers. 
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Now that such copious rains have fallen throughout 
the northern sections of California, insuring large crops 
and prosperous times during 1911, wholesalers in plumb- 
ing supplies are commencing to lay plans for the spring 


campaign and it is confidentially predicted that the volume 
of business done during the present year will be the larg- 
on record. The members of the supply trade who are 
also members of the Merchants’ Association are planning 
to participate during the season of 1911 in a number of 
wholesale-trade excursions now being arranged along the 
line of the one that proved such a success last October, 
when the towns of the lower San Joaauin Valley were 
visited. In all, four trips have been planned, the first one 
to take place in March, when the towns of the upper San 
Joaquin Valley will be visited during a trip that 1s 
to last three davs Karly in May the Sacramento 
Valley will be covered and to do this effectively. will 
take seven days, owing to th number of towns of im- 
portance in that section [In September the mining 


est 


counties will be visited, and later in the season a trip 
will be made down the coast, it being the plan to go 
as far south as Santa Barbara. Part of this trip will 
really be in Los Angeles territory, but San Francisco 


dealers in plumbing supplies have long been doing busi- 
ness even farther south than this and have a firm hold on 
this territory. These trips are not made for the purpose 
of taking orders: salesmen are not allowed to make the 
journey on the special train, only the heads of firms, 
officers and managers of departments being eligible. Cus- 
tomers and customers in the various towns are 
met personally and the needs of the various sections are 
thus learned at first-hand During the past two years 
there has been egreat activity in the small towns in the 
state in the matter of installing sewer systems, and the 
sales of plumbing supplies have been greatly enlarged as 


THOS sible 


a result. The market for high grade goods is now more 
extended than ever betore and the large cities are not 
being looked to exclusively for the sale of goods of this 


character 

Severai months avo the grand jury of Sacramento was 
instructed to investigate alleged violations of the Cart- 
wright “anti-trust” law on the part of the master plumb- 
ers and supply dealers of that city. As the result of the 
investigation, it has just rendered a report stating that no 


violation ot the law Was found. Hlowever, this does not 
seem to have satisfied some officials, and the report 1s 
current that another investigation is to be held shortly 


This is looked upon as being spite work and there is no 
doubt that the charges made will be again proved untrue. 

\Ithough a new governor is now in power, there will 
be no attempt made soon on the part of master plumbers 
to secure the passage of a state plumbing law, though 
it is still believed that there is great need of it. There 
are sO many measures now being submitted to the legis- 
lature as a result of the political changes that it 1s doubt 
ful if the plumbine question would receive proper at 
tention, and for that reason it will not be presented in 
the near future. The matter is not being lost sight of, 
however, and when it is presented again will be in even 
better shape than the last one submitted, which was ac- 
knowledged to be an exceedingly well drawn up measure. 
Just now master plumbers are working to secure the 
passage of a new lien law, the old one being very ineffec- 
tive and not as impartial as is desired. 

The William F. Wilson Co. has contracted to install 
the plumbing system in the building being erected for 
Mrs. Eleanor Martin at Rose and Market streets, the con- 
tract price being slightly in excess of $1,000. 

The John G. Sutton Co. has been awarded the contract 
for the installation of a heating system in the building 
being erected by Judson L. Stull and Louis Sonniksen 
on Market street, near Second. The consideration men- 
tioned is $1,260. 

Kiernan & O’Brien have been awarded the contract 
for installing the plumbing system in the structure being 
erected by the Schlessinger Realty Co. on Sutter street, 


near Van Ness avenue. This contract is valued at $1,220. 

JT. J. Houston has been awarded a contract by Henry 
()pitz for installing the plumbing in a building now being 
erected at the corner of Noe and Nineteenth streets. 

The Warner-Foss-Jones Co., dealers in plumbing sup- 
plies at Pasadena, Cal., has filed articles of incorporation. 

J. L. Trapp has succeeded to the business of the Pacific 
Plumbing, Paint & Hardware Co., at Escondido, Cal. 

McKinley & Bryne, of Long Beach, Cal., have been 
awarded the contract for installing the plumbing in the 
new Polytechnic high school now being erected there. 
Three bids were submitted by this firm, ranging from 
$10,800 to $11,000, the difference being in the styles of 
closets to be used, which will be determined by the board 
of education. 

J. Shea, of Portland, Ore., has been awarded the con- 
tract for the installation of the plumbing in the new Lin- 
coln high schoo! building at that place on his bid of 
$13,980. All the bids for the heating and ventilating work 
were considered to be too high and were rejected. 

The Standard Plumbing & Heating Co. has succeeded to 
the business of W. D. Walker, at North Yakima, Wash. 

Bids are being invited for the installation of a heating 
plant in the city hall at Santa Ana, Cal. 

Work has been commenced on the buildings to be erect- 
ed on the old Crocker property on Nob Hill, San Fran- 
cisco, the entire block being now owned by the Episcopal 
Church. The first building to be erected will be a divin- 
ity-school, and contracts have adready been let for some 
of this work. The plumbing is to be installed by the Wil- 
liam F. Wilson Co. for $3,000. Plans have been drawn 
for a very large cathedral and contracts for the erection 
of this will be let some time during the present year. 

The California State Association of Journeymen Plumb- 
ers, Gas and Steam-Fitters has just held its annual elec- 
tion of officers with the following results: President, Wil- 
lam Cahill, San Francisco; first vice-president, W. F. 
Brown, Sacramento: second vice-president, Chas. Cogon, 
los Angeles: third vice-president, E. L. Golden, Fresno; 
secretary-treasurer, W. F. J. Ford, Oakland. 

The use of the sanitary fountains recently erected at 
the Ferry Building, San Francisco, by civic organizations 
has been such that it 1s now planned to erect a number 
of these at various locations throughout the city. Those 
that have been erected are of very handsome design and 
the others will probably be made to conform with these. 
It is probable that arrangements will be made in the near 
future to change the present public-cup fountains into 
sanitary drinking fountains. This could be done with- 
out marring the present beauty of the fountains, most of 
whith have been gifts to the municipality. 

M. Levy, San Francisco, has moved his office and work- 
shop at 1231 Sutter St., where he has also fitted up an 
attractive show-roow. 

The Machinery & Electrical Co., Los Angeles, has been 
awarded the contract for installing the heating and ventilat- 
ing plant in the Whittier high-school building at Whittier, 
Cal., the contract amounting to about $7,000. 

Bids are being invited by the school authorities of 
Tacoma, Wash., for furnishing 40 drinking-fountains for 
the public-schools ot that place. 

J. S. Skrable. who recently took over the plumbing 
business of Rucker & Ramsay at Pomona, Cal., has opened 
for business with the addition of a line of hardware. 
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Opponents of Slang. 





Little Johnny’s father is a physician and his mother is a 
Christian Scientist. Recently the little boy was threat- 
ened with appendicitis. His sister, going into the room 
where Johnny was in bed, found a very indignant little 
boy, who made this complaint: 

“Father and mother won't let me talk slang, but when 
I told mother how sick I was she said ‘Forget it,’. and 
when I told father, he said ‘Cut it out.’ ”—Judge. 





